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EXHIBITION OF HIGH-PRESSURE SYSTEM ON RED RIVER 


By M. Vv. ROSS ber 25, 1905, was $560,000. An extension of the 
WING to the increase of her wholesale trade and mains advertised on June 5, 1907, cost $23,000 more. 
the growth of her manufacturing output, which A later contract for $10,000 made a total of $593,000 
lias increased more than 120 per cent in the last five on the three tenders advertised, which was considered 
years, it became apparent to the city of Winnipeg, the sufficient for the installation and construction of the 
thriving Canadian metropolis of the Northwest, some system. However, before the plant was half com- 
time ago that an efficient fire fighting system was an pleted it was thought advisable to make alterations, 
imperative necessity for the protection of the large and with the result that the total expenditure amounted to 
costly buildings that were being erected. The construc- nearly $1,000,000. 
tion of a high-pressure system was decided upon about The power house is a magnificent, up-to-date station, 
five vears ago, and the same has now been completed 158 feet by 92 feet, and is divided into two main bays. 
at 2 cost of about $1,000,000. It has been duly tested Two 30-ton overhead traveling cranes are supported by 
and tried in active service, fulfilling on each occasion all substantial columns, which are also designed to support 
that could be expected from it as regards efficiency. the roof. The cranes travel the full length of the build- 
The original estimate of cost advertised on Septem- ing, and are operated from the engine house floor. 
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The pumping plant consists of four units of 1,800 
gallons per minute each and two units of goo gallons 
per minute each, which draw water from the Red River. 
The large mains are eight miles in length, and are from 
8 inches to 20 inches in diameter. The fire hydrants 
number 86. The pressure per square inch is 300 pounds 
and the total capacity 12,960,000 imperial gallons per 
day. 

The foregoing is exclusive of the city’s domestic sup- 
ply, which provides 1,224 fire hydrants, with a pressure 
of 80 pounds per square inch. The capacity of the 
artesian wells in service is 7,500,000 imperial gallons 
per day. Another well almost completed will increase 
the daily capacity 2,500,000 gallons further. The pres- 
ent total capacity of pumps on the domestic system is 
25,000,000 gallons, which can be further increased as 
required. The high-pressure pumps, with all connec- 
tions, were built by Messrs. Glenfield & Kennedy, Lim- 
ited, Kilmarnock, Scotland, and were installed under 
the supervision of Col. H. N. Ruttan, City Engineer, 
and Mr. A. F. Myles, representative of the firm. The 
pumps, which are located in pockets 12 feet below the 
main floor, are driven by gas engines, which are located 
on the main floor 18 feet below street level, each set 
standing complete by itself. 

The ratio of gear is about 3% to 1, and the pumps 
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are of the three-throw, vertical, double-acting, piston 
type. The barrels are 137% inches in diameter by 18- 
inch stroke, while the speed is 35 revolutions per min- 
ute. The crankshaft is one mild steel forging, machined 
all over. The whole of the pump rests on a massive 
soleplate, bolted to the concrete by 12 heavy binding 
bolts. The two main suction pipes are 24 inches in 
diameter at the larger end, and are carried by H-beams 
of steel grouted in the concrete. There are two suc- 
tion wells 9 feet square and 40 feet deep from the street 
level, divided by a concrete wall. There are two 20- 
inch delivery mains in the engine house, with which all 
the pumps are connected, and either can be isolated 
should a break occur, water being pumped into the 
other. 

The gas engines, manufactured by Messrs. Crossley 
Bros., Manchester, England, are all furnished with two 
single-acting tandem cylinders, water-cooled pistons and 
rod, balancer, water-cooled exhaust valves, and dupli- 
cate low-tension magneto ignition. The four large en- 
gines have cylinders of 32 inches diameter and 36 
inches piston stroke, and develop 520 boiler horsepower 
when running at 125 revolutions per minute on pro- 
ducer gas. On test at Messrs. Crossley’s works the 
engines gave over 32 per cent efficiency. The two 
smaller engines have cylinders 22 inches in diameter 





WINNIPEG PUMPING PLANT; HIGH-PRESSURE SYSTEM 

















April 28, 1909. 


and 30 inches piston stroke, giving 270 boiler horse- 
power at 150 revolutions per minute on producer gas. 
Governing is on the “hit and miss” principle. All the 
engines are started with compressed air, stored in two 
receivers at 200 pounds pressure. 

The gas supply is furnished by a Crossley gas pro- 
ducer plant rated at 50 per cent overload capacity, while 
an alternative gas supply is taken from the city mains. 
Portions of this plant have been in operation since the 
fall of 1907. 

The following test was made under the supervision 
of City Engineer Ruttan, Chief Buchanan of the Fire 
Department and the Board of Control: Eight lines of 
hose were used on one occasion, with 2%4-inch nozzle 
attachments held in angular positions. The great 
streams of water reached high over a seven-story build- 
ing. 

Upon the first occasion when it was necessary to use 
the high-pressure system in actual service its value was 
demonstrated clearly. The length of the basement of 
the building where the fire occurred was 175 feet. The 
fire originated near the center and burned fiercely. The 
nozzles of 214-inch hose pipes were brought into opera- 
tion and the conflagration was under control inside of 
15 minutes. This occuired in one of the most valuable 
business centers of Winnipeg, and had it not been for 
the existence of a high-pressure plant, it might have 
attained to alarming proportions, involving tremendous 
loss. 

The second active test occurred a few months ago, 
when a large jewelry establishment caught fire. On this 
occasion the high-pressure system, working at a great 
disadvantage because of the inaccessible position of the 
premises, confined the damage by fire to the basement 
alone and saved the building. 

As a result of the present comparative immunity of 
Winnipeg business houses and factories from destruc- 
tion by fire, the various insurance companies have 
lowered their rates. 





NEW FIRE EXTINGUISHING SUBSTANCE 


For the purpose of extinguishing burning petroleum, 
gasoline, benzine and other liquid hydrocarbons which 
are lighter than water, a new material or combination of 
materials has been placed upon the market in Germany. 
The apparatus employed consists of a small metal cylin- 
der provided with a long spout and divided into two 
chambers. One chamber is charged with an aqueous so- 
lution of potash alum and sodium sulphate, the other 
with a similar solution of sodium bicarbide, sodium sul- 
phate and licorice-root extract. The cylinder 1s so 
arranged that on being inclined or reversed the two solu- 
tions mingle as they issue from the spout. There 1s no 
Pressure involved and consequently the liquid does not 
issue with sufficient force to cause a spattering of the 
burning hydrocarbon upon which it may be poured. The 
result of the chemical reaction between the alum and the 
bicarbonate is an immediate evolution of carbon dioxide 
Which, in contact with the licorice’ solution, forms an 
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exceedingly stiff and persistent foam. Such a layer of 
foam, containing an inert gas, upon the surface of a 
burning liquid effectually cuts off all access of air, and 
combustion necessarily ceases. The temperature of the 
liquid may have reached a sufficiently high point so that 
through evaporation bubbles of the vaporized hydrocar- 
bon rise for a time through the stratum of foam, and 
tongues of flame play over its surface. These soon 
cease, however, for simultaneously with the evaporation 
of the carbon dioxide there is a loss of latent heat, the 
temperature of the foam-yielding solution falls, and 
this in turn cools down the combustible liquid. 

This method has been tested by a number of German 
fire departments, in which efforts to extinguish burning 
benzine with water were unsuccessful, while similar 
combustion was promptly arrested as soon as the solu- 
tions above described reached it. The foam extinguish- 
er is believed to be especialy applicable to automobile 
garages, motor yachts and places where combustible 
liquids are stored or are for sale. 





CONCRETE MANHOLE HEAD 


AN entirely new type of head and cover for man- 
holes on sewers and other underground structures has 
been designed by Mr. John P. Rogers, City Engineer 
of Topeka, Kan. This consists of a metal lattice work 
collar, a metal base and metal rim which form the 
skeleton of the head, the main bulk being given by 
concrete for which this forms the reinforcement. The 
cover is made with an outer protecting rim or shield 
of iron, showing in section concentric steps. On one of 
the steps or ledges are laid Johnson bar rods or other 
suitable reinforcement to the concrete which composes 
the body of the cover. For forming ventilating holes 
short pipes are used, each with its lower portion smaller 
than its upper, the shoulder between the upper and the 
lower resting upon the Johnson bars, which hold the 
pipes firmly in place. Mr. Rogers states that this de- 
sign requires but 90 pounds of cast-iron as against 350 
pounds, the weight of the cast-iron heads which have 
been used in Topeka. 
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Iron Reinforcement Complete, Concrete Added 


REINFORCED CONCRETE MANHOLE HEAD AND COVER 
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Data from Several Score Cities, Collected by American Society of Municipal Improvements—Where Signs 


Are Placed and by Whom—Kinds in Use and That Preferred in Each City 





STREET signs, by which in this article are meant 
signs designating the names of streets, are an important 
and almost an essential item of the street furnishings 
of every city or large town. In the large city even 
the residents are generally familiar with those streets 
only which are in the immediate vicinity of their homes 
or which they frequent daily; while in even the small 
city signs are desirable for the direction of visitors and 
new comers, As, in order to afford the greatest con- 
venience, street signs should be placed on all four cor- 
ners of each street intersection, it follows that their 
number is considerable and that the selection of the 
best, most durable, most effective, and most economical 
sign is worth some time and thought. The method or 
piace of affixing such signs also should be seriously con- 
sidered. 

The table accompanying this article shows the style 
of sign and the method of placing it employed in 133 
cities; also the official or departrnent which has charge 
of the signs. As is natural, the Street Departinert 
or the official in charge of the same, whether he be 
called Street Street Superintendent, 
City Engineer, etc., is usually given control of this 
Exceptions to this are found in Pueblo, Colo., 


Commissioner, 


werk. 
where no designated authority has charge of this work; 
Macon, Ga., where it is placed in the hands of a special 
committee; Springfield, Mass., where it is in charge of 
the City Forester; East Orange, N. J., where it is at- 
tended to by the Public Service Corporation (which 
furnishes the gas street lighting) ; Binghamton, N. Y., 
and Salt Lake City, Utah, where the Common Council 
has it in direct charge; Charlotte, N. C., where a special 
provision is made when necessary ; Columbia, S. C., and 
Green Bay, Wis., where it is in the hands of a Street 
Committee; and a number of cities where it is said to 
be in charge of the Board of Public Affairs or Public 
Service, in which case it may or may not be in the 
hands of the official who has direct charge of streets 
and highways. 

The ordinary location is on corner buildings or posts ; 
lamp-posts being used to a large extent where gas lamps 
still exist as a means of street lighting. Trees are used 
in many cities where they are conveniently: located ; 
also the corners of wooden fences. In a number of 
cities buildings are given the preference, posts being 
used only where buildings are not available or consent 
is not given to their use. Somerville, Mass., uses the 
old lamp-posts which have not been removed. Butte, 
Mont., uses telegraph poles where possible, and Lincoln, 
Neb., telephone or trolley poles. As implied above, the 
street names in East Orange, N. J., are placed on lamp- 
posts, red letters on glass plates being used. Ruther- 
ford, N. J., uses electric light poles, as does Grand 
Forks, N. D. A number of other cities, possibly most 
of them, use posts of whatever kind may be available 





at the street corners, whether these be gas light, electric 
light, telephone, trolley or other. 

In the style of sign employed there is considerable 
variety, but the enameled sign seems to be the most 
popular, being used in seventy-three cities. In the ma- 
jority of cases the colors used are blue and white, the 
letters being generally white and the background blue. 
Other signs in more or less common use are ordinary 
wood strips with the name painted on them; painted 
tin fastened to a board or nailed directly to a building 
or fence; open-work cast-iron signs in which the lines 
only of the letters are reproduced in metal; cast-iron 
plates in which the names appear in raised letters; an 
aluminum plate with raised letters, and a 3-inch alu- 
minum letter on black Japanned tin. A number of 
cities are placing the street names in the sidewalks, and 
Topeka is trying the placing of them upon the face of 
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ON FACE OF CURB IN TOPEKA, KAN, 

the curb. The preference for style of sign seems to 
be for enamel, although a number state that the enamel 
signs are not satisfactory, such cities being Little Rock, 
Ark., Waterbury, Conn., Wichita, Kan., Watertown, 
N. Y., and Nashville, Tenn. One correspondent claims 
that he finds the blue enamel fades and would prefer 
black and white. Two others have experienced trouble 
with the breaking of enamel signs by boys; the City 
Engineer of Knoxville stating that small boys and 
hoodlums used enamel signs in that city as targets 
with the result that only a few legible ones remained 
of the many which were placed a few years ago. The 
Highway Department of Long Island City, however, 
where the destructive small boy is very much in evi- 
dence, finds the enamel sign to give perfect satisfaction; 
and the City Engineer of Altoona, Pa., finds the white 
and blue enamel signs to “have given perfect satisfac- 
tion.” 
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City 


Who Has Charge 
of It? 




















Birmingham, Ala 


Montgomery, Ala... 
Helena, Ark........ 


Hot Springs, Ark 
Little Rock, Ark 


Pine Bluff, Ark.... 


Berkeley, Cal.... 
Oakland, Cal .... 
Pueblo, Colo... 
New Britain, Conn 


Waterbury, Conn 
Wilmington, Del. 


Atlanta, Ga...... 
Brunswick, Ga 


Macon, Ga.... 
Valdosta, Ga.. 
East St. Louis, Til. . 
Granite City, Jil. 


Moline, Jil e 
Rockford Ill 


Springfield, Ill. 
Ft. Wayne, Ind.. 


South Bend, Ind. 


Terra Haute, Ind 
Davenport, Ia 
Des Moines, Ja... 
Dubugue, Ia.. 
Sioux City, Ja 
tchison, Kan 
Kansas City, Kan 
Lawrence, Kan 
Wichita, Kan.. 
Covington, Ky 


Newport, Ky 

Portland, Me.. 
Beverly, Mass 
Boston, Mass. 


Brockton, Mass 
Cambridge, Mass 


Everett, Mass 
Fitchburg, Mass 
Haverhill, Mass.. 
Holyoke, Mass 
Lawrence, Mass. 
Lowell Mass.... 
New Bedford, Mass 


Somerville, Mass 
Springfield, Mass 
Taunton, Mass. . 


Bay City, Mich 


Kalamazoo, Mich . 
Saginaw, Mich. 
Duluth, Minn. 

St. Joseph, Mo.. 


Butte, Mont.... 


Billings, Mont.... 
Lincoln, Neb...... 
Concord, N. H 
Bavonne, N. a= 
Camden, N. 
East Orange, N. Th: 
Elizabeth, N. fe. 
Newark, N. J. 
ic; N.. FE. 

Phillipsburg, N. J.... 
Ridgewood, N. J... 
Rui erford, N. 1s 
S TVine Ned... 

renton, N. J.. 
Albany, N. Y......:. 
Auburn, N. Y.. , 
Bi 1ampton, N.Y.. 
Cor ing, Grea acd ute 
El OS a 


Ki 


Roc 


. |\Street 


. {Street Dept 
.|City Engineer. ... 


.|Bd. Public Affairs. 


| 
.|Supt. Streets. . . 
.(Street Dept...... 
..|None designated. . 
.|Bd. of Pub. Works 


| 
.|Street Dept 
.iStreet and Sewer 


. (Street Dept 


Street Dept 
.|Bd. 


.|Dept. Streets 


.|Not specified 


_|Street Dept. 


.|Highway Dept.. 
. [Engineering Dept 
‘|Bd. Public Works. 


. Street Dept.... 
. Street Dept 


D . (Street Commrs.. . 
Grand Rapids, Mich.. 


T N bees 
Lon, laa City, N.Y| 
SSIGECN Gc! =, 


Dept. or 
City Engineer. 


Engineering Dept. 





i 


Dept. 
\City Engineer.... 


.|Bd. Pub. Works... .. 


Special Committee 


.|Street Dept. 


Supt. Streets. 
iStreet Dept 


Supt. Streets..... 


Public Works. 


.|Street Dept. under 


City Engineer. 
Engineer. 
Bd. Public Works. 


City Engineer. ... 
Engineering Dept. 


.|St. Commissioner. 


St. Commissioner. 


Street Dept 
iCity Engineer 


_|Bd. Public Works. 
.|Street Dept..... 


iSupt Streets. . 
|\Street Dept... 
| 


Street Dept.. 7 


\Street Dept. 


Street Dept... 


.|Street Dept...... 


.|Highway Dept.... 
. (City Forester..... 


Engineering Dept. 


Street Commr.... 
Public Wks. Dept. 


_. Bd. Public Works 
| 

.|Bd. Public Works. 

. |Engineering Dept. 


.|City Engineer... . 
. (Street Dept...... 
..|Highway Dept. 
. (Street Dept...... 
.|Street Dept... 
.. {Pub 
.. (Street Dept..... 
.'Dept. of Strs. and 


. Serv. Corpor. 


Highways...... 
Street Dept...... 


Street Committee. 


.. ‘Street Committee. 
. Street Committee 


Bureau of Streets. 


. Supt. of Streets. . . 


Common Council.. 
City Engineer.... 


|Bd. Public Works. 
|Supt. of Streets... 


|Highway Dept.... 


osts. 
Dept. Pub. Works Comer buildings if possible, otherwise Haviassdind Sfp ele Brae oe erate foie PR a ae 


Str. Commissioner As most convenient, 


. Posts and buildings. . 


. Corner buildings or posts. . 


BO 0 
Cor. buildmgs or posts... 6 ces 
. Corner buiidings........ 


.' Posts 
. Corner buildings, 


. {Corner buildings or posts............0.- 


. |Posts. ... 


. Corner buildings or street gas lamps. 


.|Trees, buildings or posts and light poles. . 


. Buildings, otherwise posts....... 


Corner buildings where possible, 


Electric light poles, or cast Brae ee ials 





PLACING STREET SIGNS StyLe or SIGN 
Location Used Preferred 
‘On Bertlclivigh. USGA: ..< 6c 6 ee eee ees Blue conse with white ennmel letters... .\Same. 
hinds air lasitesen cok rue eek WOMEN oc ia waceaatn eR Pe ee eae 
‘puildings, posts, Painted tin and board. 
trees, etc. 
. Corner fences, posts, trees or buildings... ./3-in. block letter................. .'Same. 


Buildings where possible, posts when|Blue enamel; but not satisfactorv. . 
necessary. i 
NW. and SE. corners of st. intersections, Not specified..... 


on bldgs, or posts if no buildings. 


Any, mostly wood-painted........ 
‘|Enamel. . 


Cor. of curb lines upon poles or ‘posts. os 


Same 
Bldgs. and posts; posts in residential dists./ White enamel letters on blue enamel back. Smooth enamel. 
Black|Same. 


QUES os Fe aie AOE SERS » . Galvanized tin background. 
enamel letters. 
eet re a ical wlate Sates eis oiete ee em melt Mint 2. oc cn 2k ele eae See ineee 
CORRES PACES ss 5 6.60 Ova eees oe sees Wooden signs, black on white ground.... 
Corner bldgs. if consent is given: if not,,Enameled tin..................-00008- 
aa 
DT anc a aah Sal ee he Nes Goh be ee ea Bracket signs on poles, white enamel on 
blue ground 
eg ree eee Tron, white and blue enamel............. 
RNGrERERREE ah ooo oe ern aie ae RRR clk caries ras de ar area Gi at aarle die ots 


. Buildings where possible, otherwise posts. Blue enamel with white letters.......... 


. Steel, blue enamel background and white 
letters 
Board, white with black numbers....... 


Posts or corner buildings.......... 


Light or telephone poles, or special posts. . 


. Electric light poles, when possible....... Metal sign with enamel letter in business 


dist.; wood sign in residential. 
. Enameled iron on wood strip 
blue background and! 


Buildings, poles or posts. rem .... Enameled iron on wood strip ........... 
Corners of bldgs.; new ones impressec dinjEnameled steel, 
cement walks. white letters. 
Buildings; also steel posts.......... ./Enameled steel sign........ 0.2.0 s.2cee 
.|Enamel, white on plue................. 
RMON GI oo a's Oa so de nc alees waewe 
, RSC CIIEWNONIEE ooo cs cs ce wens oe 
Wherever suitable................. .|Different kinds. . 
Corner buildings or posts. [CRESS NO Seamer Tile in cement walks, and enameled iron. 
Buildings when available, or telegraph or|Steel and porcelain, white on blue enamel, 
telephone poles. 3-in. letter. 
Viti cielo. 0 3. Sas ccate oe . | White letters, blue background 


— Le al Sadoregieac wate 


. Enamel sheet iron, raised letters..... 

Enameled steel, white letter on blue back- 
ground. 

. Jron enameled. blue and white 

Enameled tin, white letter on blue ground 
or board. 

Wooden signs painted black with white 
letters. 

posts or trolley; Wooden signs, black background, gilt let- 

ters, and glass signs in street lanterns. 


Corner buildings or posts............. 
Principally on buildings. 


lamp 

poles. 

‘Blue and white enamel, and gilt on black 
background. 


OO 2-565 wash» peliearardtale Sobel ers 


. Posts about & ft. high, located in sidewalk|Metal about 2 ft. long 8 in. wide, white, 


on blue ground. 
Painted wood. Sarslate mh aoe 
Ground giass with ted letters A EE: 
Metal with raised letters and enameled 
iron signs. 
. |Wooden signs, painted black, gold letters, 
24 in. high. 
.|Wood with black letters on white ground 
and glass on gas lamps. 
Wood with black letters on white ground. 
Metallic sign on lamp-post. 
. Wooden, black with gold letters......... 
Enameled sign, white letters on blue 
background. 
Wood painted.... 
. Wood painted..... 


near curb. | 


Lamp dosts or buildi lings a 
Corner buildings or posts... 


Corner buildings, posts or trees..... 


Buildings and lamp-posts .............. 
Posts (old iron lamp-posts being used) 
Special posts in residential parts; postsor 

cor. of buildings in business section... . 
Corner buildings or posts.......... 
Buildings or posts. : 


Buildings when consent secured, <Othest4 an. (enameled. .o.<.cc cece caw ew ened. 
wise posts. 
MOG co er ee 5 RROD oh eo ooo a aise ek ie acted 


Metal with white enameled letters....... 


Corner buildings or posts. 
Wood painted white with black letters... 


Buildings or posts; in cement 
cornerfs. 

Corner buildings where possible, 
wise posts. 

Buildings where possible, or telegraph 
posts; when none, posts are erected. 
Governed by ordinance................. 
Telephone or trolley poles. . . 


sidewalk 


other-| Enameled, white letter on blue ground... 


Blue enamel, white letters.............. 


IO ae ee sts 
Small wood board 
Wooden, white on black ground 
Enameled 
White enamel on blue, iron 
Red letters on glass plates.............. 
Enameled, partly raised............. 

Steel with enameled raised letters; also 

aluminum signs. 
Cast iron, names cast in raised letters... . 


Buildings, where possible...............{Emameled.,..............-.-scccceeee 


EMIID-OOStG. <5. <x ots 
Wherever most convenient. 


n other- 
wise posts. 

Posts 6 ft. above ground, 
crete, painted white. 
Usually on bitidings. .... ... <b ckcevc.s: 
ORE Ue ete re Ae oe ee Cee: 


bedded in con- 


Pine board, white with black ground..... 
Enamel on metal 
Metal with enamel letters .............. 
.. Blue enamel with white letter...... 

.| Wood 1x34 in., white letters on black 


Buildings or posts.. 
Buildings or posts. . 


ground. 
GORGES TIO. 6 5 oc cs ee boas aa Enameled, white letters on blue ground. . 
CAMEL PAAIMIINION, <5 6 orice cw eceegbeccs PRUNES. lone reas bea ag Gate ea calles 
UNS ERCRSMICMN AN CUNEEE oS bos osc aie: Weserd's © oc Rees cae ae be oan ona Po en aes 
CANTNIOT DOMICIINIINS ooo cs Ces cue eevee so Blue porcelain with white numbers...... 
Telephone or light poles............... White or blue. enamel. . ..... 5c ccscc cca 
creme Wits co eo Ss ah es ect ew Steel enamel, white on blue ground...... 


ager buildings or abandoned gas lamp- [Biue enameled ground with white letters Same. 


nosts. 


.| Neat wood sign or pressed steel. 


. |Same. 









































































Enamel, blue and woite. 


Wood painted 


None satisfactory so far. 


Same. 


Tile in sidewalk. 


Not satisfactory. 


Ww Gaia sign. 


Same. 


Same. 


Tron painted. 


Same. 
Enameled iron with white letters 


Welsbach street signs. 
Prefer more durable sign. 


Plain Gothic letter. 


Enameled when gas lighting of 
streets is not employed. 


Have not found durable st. sign. 


Plain Egyptian 3-in. letter. 


8-in. block letters. 
Same. 


Same. 


Same. 


Same. 

Same. 

White letter riveted to blue meta 
block. 











City 


Schenectady, N. 
Syracuse, N, Y. 


Troy, N. Y 


Watertown, N. Y. 
_ iy ees 


Asheville, 
Charlotte, N.C. 


- Grand Forks, N. D 


Canton, O 
Cleveland, 


y. 


Columbus, O.......°| 









Sandusky, O........! 
cS ¢ Ser 


Youngstown, O 


Allentown, Pa. 


Altoona, Pa........ | 


Carlisle, Pa.... 


Chester, Pa.... 
Erie, 
Harrisburg, Pa. 
saa bet Pa. 

ew Castle, Pa. 
Pa 


Norristown, 
Reading, Pa 


Wilkes-Barre, Pa. 


Williamsport, P 


Woonsocket, R. J... .| Engineering ee ‘Corner DUIS OF NOSIS. 2 6.6.0.5.0 060006 
Charleston, S. C..... City Engineer... .|Corner buildings, where available; other- 
wise lamp-posts. Also in concrete side- 
| walks, brass signs are inserted. 
Columbia, $.C.......  SURERE ACORTIAL UR FE OSU as eins. 0:6 scieedc'e's sn'c o's ale ela ys 06:6 
Greenville,S.C...... | Engineering Dept. !(No overhanging aoe eens Foes 
Aberdeen, S. Dak... .| | Engineering Dept. |Posts or gas lamps. . 


(eons, Tenn. 


Ce 


es 24% 


<noxville, Tenn... 
Nashville, Tenn... . 


Dallas, Tex.... 


Galveston, Tex. 


| 


| 
| 





“ 
E 


| 


San Antonio, Tex....| 
Salt Lake City, Utah. 


Lynchburg, Va. 
Wheeling, W. V 


Green Bay, Wis...... 
La Crosse, Wis....... 
Milwaukee, Wis..... 


Oshkosh, Wis. . 
Racine, Wis... 


Superior, Wis....... 


Winnipeg, Man 


Hamilton, Ont. . 
Ottawa, Ont........| 


Toronto, Ont....... 
Montreal, Que....... 


Hartford, Conn.... 


Chelsea, Mass. . 





‘| Bd. Public Works. 


Bows ant 





Sheboygan, Wis..... 


St. Johns, Newfo’ndl’ d City Engineer. 


Calgary, Alberta. . 


|City Council...... 
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Who “ Gates Location Used ~ Preferred 
° | 
.|Bd. Public Works. |Governed DY COMGIIONB. 555s v6.0 ss er Steel plate, enameled.................. | 


Bd. Public Works.|Poles or posts or corner buildings in resi- 


dence district. 
Bd. Public Works. \Corner PORMAME .  pcocstecwiote & ono s Ss b-sre 


Bd. Public Works: \On iron Moses. < os.s 6 hele. oe ee ote 


Street Dept......| |Corner buildings or posts.............. 


Special provision.. |Corner buildings in business section; red 


.| Woo 


| letters in walks in residential section. 


.| Engineering Dept. | Buildings or electric poles............. 


Bd. Public Service|Corner buildings or posts............. 
Engineering Dept.|Buildings or posts...............2200% 


City Engineer....|/Wherever convenient...............+. 
Street Dept...... |Posts ER, Sat SEEM x PLOTS eye 
Street Dept......| |Posts at street comers................ 
Basor PEs: OOTY. «AB DIDS OOBE. 5 coc iieegis os sale wie 09.5 ore 


Highway Dept.... ene a peer eo ed ea 


City Engineer... .| (Corner buildings...... pias Shins Buleeme 
Engineering Dept. Comes of buildings, 16 ft. above street 
| grade, 
Highway Dept... lCorner PINTOR 5 ree hice stl oa kis wate 
Street and Side- |Poles, 10 ft. above pavement........... 
walk Dept.. 
Highway Dept....|Corner buildings, few posts............. 
street Comumr....iCorner Ditildings.... «0... cesses cence 
Street Commr....| re ad ic ro 


Highway Dent... .\Cormer buildings... 0. 6.6 cc oe cee 
Highway Dept.... | eRe eee CR MPT IE AE oR dysik cc tareiees bia a 


.| Street Commr....| [Buildings Or porte... 6. 8c ee oe 


Engineering Dept.|Posts, buildings or trees 


City Engineer. . Corner buildings; or posts where no bidgs. 
Bd. Public Works. | |Posts, occasionally on curb............ 
Bd. Public Works. \Buildings REPUB Aion core ois Gibb kislisiioate 


oper Oe ATL ie: Cone) og | Cc) eae ee ee 
Engineering Dept.|Corner buildings or fence posts......... 
Engineering Dept.|Corner buildings or posts.............. 
Buildings or posts. 
cement walks. 
.|Corner buildings or posts.............. 
MOTHER NIG 5 io oe 55.5 0 55 ws weirs 
ESP NRRNRE UEM S555. o5ply sas 6S 5.5 era aaa 
[Poles or posts.................0--00% 
\Posts. . : 
|Buildings. pigtele 
|Elec. light or ‘telephone poles, or posts.. 


Street Committee. 
Bd. Public Works. 
Bd Public Works.. 
Bd. Public Works. 
Bd. Public Works. 


Engineering Dept. |\Cement walks...............2ececees 








Copper rivets in 


.| Enameled iron 


ground. 


ground. 


.|Enameled.. 





| Blue enamel.. 





lette 


letter .. 





Metal sign, enameled 
Enameled, white on biue ground......... 


Metal plates, 4x20 in 
Metal, white letters 4in. high............ 
Pressed white letter into blue border... ..| 
Sheet metal block, white letters..... 


Metal sign, white on blue ground 


Enameled with raised letters........ 
Aluminum with raised letters. . 
.| 4-in, 
Black with enamel letters. 
.| Blue ename 
Wood and sheet iron 
.|Cast iron, raised letters, black ground,|Enameled sign 
aluminum letters. 


ST PIRR WOON 6 esis Sod ele ee ee aes 
.| Enamel 


Enamel, white letters on blue ground..... 


ea a ee et ee te es Oot et ek et i 


Painted boards. . pPA Une 
Enamel on iron plate Ss ner anee Male na 
Blue enamel, white letters............ 

Black iron with white letters............ 


Jron enameled oniron posts............. 
MWMOOCEN acco wr aicssintetie sis Spree s winters ® 
Enameled, white letters 3 in. hign on blue 
Enameled white letters on blue back- 
Blue and white enameled iron........... 


| White ground, ‘black letters . Lt ee 
SMP ENE NIRSEPEIES  fo52 65,157, nvashs eo tonesen conve icps a GOS S 
| Board, white with black letters. 


AE STS RS rere ere 
Enamel, letters 3 in. high. . store 
White enamel letter on blue ground. 

White enamel on blue ground 


.|Galvanized iron posts with blue and 
| white enamel signs. 
.| No street signs. . 
..| For ~~ lamps, colored ground with clear} 

| 


| 

White. Sere on blue ground... 
.| Enameled 
White letters on blue steel enamel.. 


Metallic. 
Cast, with raised letters. 


Same. 


.|Blue enamel. 


Blue background, white letter. 

Countersunk white enamel letter, 
blue ground. 

Same. 

Enamel. 

Same. 

Same. 


Same. 


ame. 
Black and white; blue fades. 


ame. 
.|Metallic, blue and wnite. 


Same. 
Posts, letters cut out. 
ame. 
Something boys cannot break. 
Same. 





Needed badly. 


.|In concrete walks. 

.-|Bronze on tile sign in curb. 

.|Not satisfactory, boys break up 
enamel. 








PO MRINSUNRIP ISS 6. 5 oso a iwc inves sien Steele oe | Enamel, white and blue 


City Engineer. ...|Buildings, where possible............... PORGIMEIE GME CALs 2 cocoon ccclen oave dS Space White letters, dark blue ground; 
| nee ; | block letters. 
Board of Works... |\Corner buildings or sidewalks.......... PMAMOlCG ON. sce isis pci cae ern eee ‘Same, 
City Engrs. Dept.. |Corner buildings, turned wooden posts... .| 3- — aluminum letter on black japanned/|Sarne. 
.\ City Moaineer.:;. (Comer bulidings. . 0.206 6.65 oi eens Pi white letter on blue ground...... Enamel 
Road Dept....... KSOCIRE AO IINON sg a -« 5:09:50 0's Sivs0'o-0 0 |Enameled Bats opettiere¢ Gir arorstake o Gisiecs: ahr mates Same 
(RECEIVED TOO LATE FOR CLASSIFICATION) 
at’ ' 1 emai 
.| Street Dept.. | Bldgs. in business dists., posts in resid’t’l, 3-in. c. i. letters on }-in. steel plate....... Enamel 
| Engineering Dept. Buildings and lamp- posts CU eae | Wood, glass and metallic................ Vood. 
| Bd. Public Works. | Corner buildings'and posts... o.....6.05 506 White boards, with names painted in bl’ck} Enameled metal. 
4 RPE ANNI cite cre is ett Sic ee MIS oe SI xc 25 2. tS VEO oer oe Small board. 
| City PORNOPT... 5 USTOURDS so. 6 6.00 o s0c6 odie eie sane s 6.0: 0sle- ee EDEL RISO ANU DIME 2.452%. cs boa 8 es 


| Enamel. 





Certain of the letters received conveyed information 
which was not subject to tabulation, and that which is 
of especial interest is abstrated herewith. S. D. New- 
ton, City Engineer of Knoxville, Tenn., states that for 
several reasons he prefers signs set in the concrete 
curb or sidewalk. The city some years ago invested 
a large sum of money in placing posts made of 2-inch 
black pipe at street intersections and fixing blue enamel 
signs to these. 


almost entirely destroyed. 


As just stated, these signs have been 
“The system of placing 


street signs on nearby buildings is objectionable because 
it is often necessary to place the signs at quite a distance 
from the corner, and frequently there is no building 
near enough to a street intersection for this purpose. 
Moreover a sign so placed is apt to be illegible to a 
near-sighted person. 

“Gas lamps offer many advantages as locations for 


signs, 





but in cities lighted by electricity, as Knoxville 


is, this method of marking intersections is not feasible. 
In any case such signs are subject to heavy breakage. 

“Signs imbedded in the curb are open to none of 
They are directly on the intersec- 


these objections. 


tions, where one naturally looks for them; 


they are 


easily legible by all, and are practically indestructible, 


lasting as long as, or longer than the concrete or mor- 
tar in which they are imbedded. 
‘vitrified tile sign, either one of which can be purchased 
in this city for 25 cents a letter, not put in. 


I like a bronze or 


The 


bronze sign is cast in one piece, and is so arranged as 
to have the interstices between the letters filled with 
cement mortar. 
which each letter forms a separate block, and is more 
easily placed; but the color of the bronze does not 


show up so distinctly against the gray cement as does 
the blue of the tile. 
nominal cost if the work is done at the time the walk 


Either 


It is more rigid than the tile sign, in 





style can be placed at 4 
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SIDEWALK SIGNS IN KNOXVILLE 


or curb is being built. On the whole, because of its 
greater distinctness, I prefer the tile sign; but either is 
admirable for the purpose. The letters should be in 
plain Roman or block letter type, all capitals and small 
capitals, and should be about 3 inches high.” (See 
illustrations. ) 

In Charleston, S. C., signs“aré~ placed in concrete 
sidewalks composed of cast brass plates. Mr. J. H. 
Dingle, City Engineer, describing these, says: “The 














STREET SIGN AT CHARLESTON, S. C. 
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SIGN, AND SECTION OF CEMENT WALK CONTAINING THE SAME, 
CHARLESTON, S. C. 


brass castings cost us $3 
apiece, irrespective of the 
length of name, and the plates 
RB are set by the contractor with- 
cK out charge at the time of lay- 
ing the sidewalk. In some 
ei cases, where the plates were 
SIDEWALK CORNER, SHOWING 
LOCATION OF SIGNS 








not ready at the time the side- 
walks were being laid, the con- 
tractor has charged us 50 
cents a piece for cutting out 
the cement and concrete and inserting the plate ; and this, 
when carefully done, presents as neat an appearance as 
when the plates are set at the time when the pavement 
is laid.” | 

The illustrations show the appearance of two of these 
plates set in a sidewalk at Charleston. 

Mr. S. Cameron Corson, City Engineer of Norris- 
town, Pa., discusses this subject somewhat at length as 
follows: 

Tue old way of building houses and stores immedi- 
ately on the corners of streets gave an admirable loca- 
tion for street signs, viz., just between the window head 
of the first floor and the window sill of the second, or 
just above the cornice of a corner store. This did very 
well for many years, or until the sign, which was usually 
of wood, either rotted away or the paint came off or it 
was entirely covered by awnings on stures or vines on 
houses. An improvement over this old method was 
then demanded, and the open or stencil cast-iron signs 
were substituted, and where a lamp post on the corner 
could be utilized these open iron signs were placed on 
them and also on houses and store corners, followed 
later by illuminated signs for lamp posts. But even in 
the older days there were no houses or lamp posts on 
the corners of suburban streets, and posts, plain or or- 
namental, were planted to hold the signs. Telegraph 
and telephone poles, trees and sign posts are no longer 
allowed on the corners of streets in many cities, and it 
has become a question where street signs should be 
placed. In most States, I understand, a State law re- 
quires all municipalities to erect street signs for the 
benefit of all concerned, as it is not always convenient 
to find a policeman or citizen who knows the names of 
all streets. 

After giving this subject much careful study I have 
concluded that, on all street corners, whether the old 
chopped-off corner or the more approved circular style, 
where the curb is of stone or concrete, the best plan is 
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STREET INTERSECTION, SHOWING LOCATION OF SIDEWALK AND 
CURB SIGNS 


to have the name of the street cut into the top of the 
curb, as shown in the accompanying sketch. 

An ordinance governing the construction of future 
sidewalk building at street corners would greatly re- 
lieve the conditions without imposing any hardship on 
those who have this work done. For instance, let us 
suppose that a new street has been graded and at its 
intersection with another the new curbs are being placed 
to line and grade. Let them be of granite or concrete. 
If granite, let the street names be cut in; if of concrete, 
let those in charge use a system of letters, either by 
stamping, using a frame or die of letters making an in- 
dention about one-eighth of an inch deep, by cutting 
after the curb has sufficiently hardened, or by placing 
in position brass, copper or cast-iron letters imbedded 
in the concrete. 

Another idea which has been suggested is to have 
the name of the street made of cement of a different 
color imbedded in a slab of concrete, the slab to be placed 
and the pavement built around it; or in a brick or stone 
pavement it could easily be placed in proper position by 
removing the bricks or cutting out a place in the flag 
stone. As it would be necessary to have four slabs 
alike at each street intersection, which would require 
many slabs of the same name on any street of consider- 
able length, once the die is made the actual cost of these 
slabs would be a trifle in comparison with the metal 
signs now used, and the location of them would be 
much more desirable. 

All signs or slabs should be not less than 12 inches 
by 40 inches, 4 inches thick, reinforced with %4-inch 
expanded metal; each slab to have two supporting pieces, 
one near-each end, 3 inches by 4 inches by 12 inches; 
the slab to be laid in cinders similar to the laying of 
flag stone. The letters on his slab might be of copper, 
bronze, brass or cast-iron imbedded and doweled in 
the fresh concrete; or they might be indented, as sug- 
gested above. 

Such a slab would contain 1.25 cubic feet, and woul‘ 


MUNICIPAL JOURNAL AND ENGINEER 












VoL. XXVL., No. 17. 


cost 42 cents, figuring concrete at $9 per cubic yard. The 
forms would cost a trifle, but I would suggest that the 
better way to make these slabs would be by a block 
machine specially constructed, having inserted in the 
bottom of the mould the rods for sliding on or off the 
letters that form the name. This indentation one-eighth 
of an inch deep would last for years, and the plain 
block letter would be distinctly visible at all times. I 
would prefer this. plan to the use of colored cement, or 
the use of metal letters, as being effective and costing 
much less. 

Where a new concrete pavement is about to be laid 
on the corner of the street a die of the same kind as 
mentioned above could be used for making an impres- 
sion in the fresh concrete instead of preparing a slab 
to be inserted therein. 
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DIMENSIONS FOR INDENTED LETTERS 

A method of impressing the names in the sidewalks 
as described by Mr. Corson has found more or less 
favor in the central States and a special device, which 
is sold by Holtum & Son, of Clinton, Wis., has been 
placed on the market for facilitating such construction, 
as is described in the last paragraph of Mr. Corson’s 
letter. A resolution of Council of Portage, Wis., re- 
quires that wherever cement sidewalks are laid at street 
intersections in that city, 


It shall be the duty of the person laying the same to impress 
in the cement of such walks the name of the street upon which 
any such walk is laid, the letters used for such purpose to be 
plain block letters not more than 3 inches nor less than 2 inches 
in height, and to be impressed to a depth of not less than 3/16th 
inch, and the City Clerk is hereby instructed to purchase such 
dies of the alphabet as may be necessary for such purpose and 
to loan them to cement sidewalk contractors upon such terms 
as he may deem necessary for their proper care. 


Sidewalk signs are used in Green Bay, Wis., and in 
Jackson, Tenn., in addition to the cities already named. 
In Salt Lake City names have been spelled by inserting 
copper rivets in the sidewalks, but City Engineer L. C. 
Kelsey reports that these were practically a failure, as 
they were inconspicuous and few people noticed them. 
Certain objections raised against the use of bronze let- 
ters, in addition to their inconspicuousness already re- 
ferred to, are the difficulty of imbedding the letters in 
true lines and with proper spacing, and the possibility 
that mischievous boys or others will dig the bronze 
from the sidewalk for the sake of the metal. 

Mr. George H. Randall, City Engineer of Oshkosh, 
Wis., states that they have signs in the cement walks, 
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but in that climate ‘they are cov- 
ered with snow or ice one-third of 
the time and besides are almost al- 
ways so placed that they cannot be 
seen at night. He prefers a turned 
wooden post about 6 feet high and 
4 inches in diameter, set on top of 
a concrete block and fastened to 
the same with bolts and iron straps 
as the best for a city of 30,000 or 
less. For the signs to be fas- 
tened to these he prefers white 
enameled letters on blue enamei 
background. 

City Engineer J. M. Preston, of 
Dallas, Tex., states that in conform- 
ity with a new city ordinance signs 
are being placed throughout that 
city, affixed to iron posts about 8 
feet high, the name of the street be- 
ing given on metal plates 4 inches 
high and averaging 20 inches long, 
the letters being about 3% inches 
high and the exact length of the 
plate being determined by the 
length of the name. 

In Springfield, Mass., where street signs are set and 
maintained by the Forestry Department, this department 
reports that about 100 wooden posts have been set and 
about 20 iron ones, but that the latter have recently been 
adopted as the standard post because, although the first 
cost is greater, the durability makes them cost less in 
the end, and “the added civic beauty, of which street 
signs and posts are a conspicuous part, is well worth the 
cost.” 

Most of the signs in Newark, N. J., are of steel with 
a raised enamel letter. In the Valesburg section, alum- 
inum signs were put up in 1907 at a cost of 35 cents each 
and have given entire satisfaction up to the present 
time, according to Chief Engineer M. R. Sherrerd. Steel 
signs in that city cost $30 per hundred. City Engi- 
neer Arthur D. Marble, 
of Lawrence, Mass., de- 
scribes the signs in that 
city as being of wood 
with a background paint- 
ed black and sanded, the 
letters being of gold leaf ; 
the capital letters being 3 
inches high and the oth- 
ers 24 inches. 

in Hamburg, Germany, 
the names of streets are 
designated by order of 
the Senate, and, accord- 
ing to the municipal 
buiding police law of 
1882, the proper signs 
are put in place by the 
Municipal building department. As a rule, enameled 
iron signs are used, the letters appearing in white on a 
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STEEL SIGN ON IRON POST 
ROCHESTER, N. Y. 
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-lue ground. The capital letters are about 4 to 5 inches, 
the small letters approximately 3 inches high, and the 
whole height (width) of the signs is about 7 inches, the 
length varying in accordance with the number of letters 
in the name of the street. 


In thinly populated districts zinc is used as material 
for street signs instead of enameled iron, as practice has 
proven that enameled signs are too frequently mutilated. 
Such zinc signs are of a similar shape to the enameled 
ones, and the letters on them are in relief, painted white 
in oil on a blue ground. 


On houses directly adjacent to the street line such 
signs are attached to the wall on every corner, about 
10 to 15 feet above the ground. In suburban districts, 
where houses are surrounded by gardens, on streets 
where the corner houses are farther than 10 
feet away from the street line, and on_ streets 
without buildings, the signs are affixed to painted 
wooden poles about 11 feet high erected at the street 
corners. 


Such poles are so arranged that the signboard points 
in the direction of the two intersecting streets. The 
building department attempts, as far as practicable and 
useful, to attach street signs on crossings on every side 
of the streets, so that at each street intersection eight 
signs are attached to four poles or to the buildings if 
such are on the street line. 


In recent years the Hamburg building department, 
which is also required to furnish and attach house num- 
bers for property owners (the same being of the same 
material as street signs, square, with numbers about 4 
inches high), has begun to attach under every street 
sign in the city another sign of the same material and 
of about the same size, indicating the inclusive house 
numbers in the block. 


Thus the signs on the opposite corner of a street 
intersection would bear the following inscriptions: 


| 
HERMANNSTRASSE HERMANNSTRASSE 


19 <== 39 41> 69 





By means of these signs one can easily locate a cer- 
tain house or other property. 


Besides these street signs, the municipal authorities 
attach a number of other signs at conspicuous places on 
public squares or streets in the general interest of the 
public; for instance, red iron enameled signs designate 
the location of the nearest fire alarm and police sta- 
tion. These signs are usually affixed above or in the 
vicinity of letter boxes or above or underneath street 
signs, occasionally also on lamp posts. There are also 
signs in use by the Hamburg gas and water supply de- 
partments for emergency purposes which, attached to 
houses at short distances between one another, indicate 
by measurement the location of the nearest hydrants, 
which are usually under the pavement of the street, kept 
closed by a strong iron lid ; also the location of the near: 
est valves to shut off sewer and gas and wate 


pipes. 
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BUYING COAL BY HEATING VALUE 


Coal for Several Hundred Federal Buildings Purchased 
Under Specifications Limiting Amounts of Ash 
and Moisture—Great Economy Effected 








Tue plan inaugurated two years ago by the Federal 
Government for the purchase of coal on its heating value 
has resulted in the delivery of a better grade of fuel 
without a corresponding increase in cost and with there- 
fore a saving to the Government. At the present time, 
torty departmental buildings in Washington, the Pan- 
ama Railroad, more than 300 public buildings through- 
out the United States, navy yards, and arsenals are buy- 
ing their fuel supplies on specifications, the prime ele- 
ment in which fixes the amount of ash and moisture. 

Premiums are paid for any decrease of ash below 2 
per cent from the standard at a rate of I cent per ton for 
each per cent. Deductions are made at an increasing 
rate for each per cent of ash when it exceeds the stand- 
ard established by 2 per cent. 

It has been demonstrated by the United States Geo- 
logical Survey, Technologic Branch, which has charge 
of the analysis of the coal, that under these specifications 
the Government has been getting more nearly what it 
pays for, and paying for what it gets. 

Since the Government has been purchasing coal on 
the basis of its heating value, a growing interest has 
been manifest on the part of manufacturers and the 
general public in this important subject and a demand 
has been created for authentic information concerning 
the results accomplished. In response to this demand the 
results of the Government’s purchases of coal under 
the heat value specifications for the fiscal year, 1907-8, 
have been assembled in a bulletin just issued by the Sur- 
vey in the hope of promoting a better understanding of 
this method of buying fuel. John Shober Burrows, the 
engineer in charge of this part of the fuel problem, has 
included in the bulletin a list of the contracts with ab- 
stracts of the specifications for the current fiscal year. 

In explaining the nature of the specifications, Mr. 
Burrows says: 

“Government specifications are drawn with a view to 
the consideration of price and quality. For manufac- 
tured articles and materials of constant and uniform 
quality they generally can be reduced to a clear state- 
ment of what is desired. For coal, however, the varia- 
tion in character makes this impracticable. 

“This lack of uniformity is the feature recognized and 
provided for in the coal specifications prepared by the 
Geological Survey. Under these specifications bidders 
are requested to quote prices on the various sizes of 
anthracite, a definite standard of quality being specified 
for each size, and to furnish the standard of quality with 
price for bituminous coal offered. Awards are then made 
to the lowest responsible bidder for anthracite and_ to 
the bidder offering the best bituminous coal for the low- 
est price. The specifications become part of the con- 
tract, and the standards of quality form the basis of 
payment for coal delivered during the life of the con- 
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tract. For coal delivered which is of better quality than 
the standard, the contractor is paid a bonus proportiona! 
to the increased value of the coal. For deliveries of 
coal of poorer quality than the standard, deductions arc 
made from the contract price proportional to the de- 
creased value of the coal. The actual quality and value 
of coal delivered is determined by analysis and test of 
representative samples taken in a specified manner by 
agents of the Government and analyzed in the Govern- 
ment fuel-testing laboratory at Washington. The ne- 
cessity of paying for coal on a sliding scale was fully 
discussed by D. T. Randall in a recent paper. 

The advantages of buying coal on specifications are 
explained by Mr. Burrows, who says: 

“The advantages of this system of purchasing ccal 
may be briefly summarized as follows: 

“Bidders are placed on a strictly competitive basis as 
regards quality as well as price. This simplifies the se- 
lection of the most desirable bid and minimizes contro- 
versy and criticism in making awards. 

“The field for both the Government and dealers is 
lroadened, as trade names are ignored and compara- 
tively unknown coals offered by responsible bidders may 
be accepted without detriment to the Government. 

“The Government is insured against the delivery of 
poor and dirty coal, and is saved from disputes arising 
from condemnation based on the usual visual inspection. 

“Experience with the old form of Government con- 
tract shows that it is not always expedient to reject poor 
coal, because of the difficulty, delay, and cost of removal. 
Under the present system rejectable coal may be accept- 
ed at a greatly reduced price. 

“A definite basis for the cancellation of contract is 
provided. 

“The constant inspection and analysis of the coal de- 
livered furnishes a check on the practical results obtained 
in burning the coal.” 

A few years prior to the adoption of the present sys- 
tem the necessity for a uniform standard in the pur- 
chase of coal became apparent to a few of the Govern- 
ment departments, and the plan of purchasing on the 
heat-value basis was introduced. It proved successful, 
especially in the Treasury Department, under which 
purchases are made for the post offices and other public 
buildings throughout the United States. The Treasury 
Department had at that time a well-equipped laboratory, 
and was thus enabled to do all of the necessary testing. 
Other departments were unable to follow the example 
of the Treasury because of lack of information and 
proper facilities. In 1904, at the Louisiana Purchase 
Exposition, at St. Louis, the Geological Survey began 
a comprehensive study on a practical scale of the utili- 
zation of coal, J. A. Holmes being placed in charge ot 
the work. These investigations are still in progress at 
Pittsburg, Pa., and they have resulted in making au- 
thentic information of great practical value available to 
the public as well as to the Government departments. 

This work led up to the development of a general 
and uniform specification plan for purchasing the Gov- 
ernment fuel supply. 
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Decisions Concerning Municipal Laws 


fHatT the columns of this journal headed “Legal 
News” have been read with interest and have in 
humerous cases been of direct assistance to city officials 
have been testified to by letters written to us by parties 
so benefited. It therefore seems to us that authoritative 
suunmaries of the law and of the various decisions on 
certain subjects would be appreciated, and one such is 
published this week dealing with the law concerning the 
giving of notices in case of accident from defective side- 
Waiks and the like. This will probably be followed by 


others covering several phases of municipal law. 
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Paying for Value Received 

A NUMBER of years ago, when natural: gas was first 
discovered, it was the custom to pipe it to residences, 
street lamps, etc., and charge so much rental for a con- 
nection, without making any effort to determine the 
actual amount of gas consumed. Aside from such in- 
stances—and in most localities this condition did not last 
very long—gas is, we believe, always sold by the cubic 
foot. Electricity for domestic consumption was at first 
charged for by the number of lights, but this method is 
rapidly giving way to charging by meter also. We are 
all familiar with the rapid increase in the use of water 
meters for measuring water, especially where consumed 
in large quantities. It seems to be the general rule that 
as soon as dealing in any commodity is placed upon a 
scientific basis, and the value of the commodity makes 
it worth while to take the necessary measures, the com- 
modity when purchased is paid for on the basis ot the 
amount delivered. 

Of water, a gallon in one city might be considered the 
equivalent of a gallon in any other, provided each were 
free from any harmful or injurious matters. There 1s, 
however, a difference in gas, since some may contain 
a great deal more of light-giving or heat-giving constitu- 
ents than another; and the gas supply in most cities is 
nowadays regulated by franchise or by ordinance. 

There is just as much difference in coals as there is 
in gas manufactured at different times or by different 
processes. Some coal contains much more combustible 
matter than do others. So far as we know, however, 
no attempt has been made to regulate the amount of com- 
bustible in coal by any municipal or other governmental 
authority; and in the majority of instances the small 
consumer buys coal at so much per ton and has no 
knowledge of the amount of potential heat which he is 
obtaining thereby. Certain large consumers, however, 
are now buying their coal upon the heat unit system, in 
which dealers, when submitting propositions for furnish- 
ing coal for the year, state not only the price but also 
the number of heat units which they guarantee the coal 
to contain. Samples of the coal are then analyzed from 
time to time by the purchaser to determine whether the 
guarantee is being lived up to. This is the only scientific 
way to purchase coal; and if water companies, power 
plants, etc., should adopt this practice we think there 1s 
little doubt that they would benefit not only in getting 
more heat units for their money but in saving their plants 
from the wear and tear due to the sulphur, clinkers and 
other foreign substances which could be: avoided 
by enforcing adherence to proper specifications under 
which bids for the supply were received. This does 
not necessarily mean that the price should be so much 
per million heat units (although this may be found prac- 
ticable some day and in some instances), but that sev- 
eral dealers in bidding against each other would guar- 
antee a certain efficiency of coal; just as now, pump 
manfacturers, in bidding, guarantee a certain duty of 
their pumping machinery. 

Several departments of the Federal Government have 
been purchasing coal on the heat-value basis for some 
years, as described on page 716 of this issue. 
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COST OF FEEDING CITY PRISONERS 


Tue cost of feeding the prisoners in the county jail 
and those in the city prison in the city and county of 
San Francisco during the nine months ending April 1, 
is reported by the Sheriff and Chief of Police respec- 
tively to have been as follows: In the county jail the 
average number of prisoners was 360. The average 
cost of feeding and clothing each was 23 cents per day. 
The cost of feeding does not include the board of jailers 
and guards, the care of the van and commissary’s 
horses, etc., which totals about $11,000 annually and 
which are charged to the appropriation for mainte- 
nance of prisoners. The meals furnished consisted on 
week days of mush and syrup, one-half loaf of bread 
and one to 1% pints of coffee for breakfast. Dinner 
and supper consisted, on Mondays and Wednesdays, of 
pork and beans, 1% pints of bean soup, 1/3 loaf of 
bread and one pint of coffee. On Tuesdays, Thursdays, 
Saturdays and Sundays of 1% pints of vegetable soup, 
8 ounces of meat, potatoes, 1% loaf of bread and one 
pint of coffee. On Friday, 8 ounces of fresh fish or 
cod fish, one-half loaf of bread and one pint of coffee. 
Felony prisoners and those not working are allowed 
but two meals, while those who work are given three. 

In the city prison the average number of prisoners 
per month was 3,400. The average cost of feeding each 
prisoner three meals per day was 1434 cents. Their 
breakfast consisted of 1% pints of coffee, 1/3 loaf of 
bread, rolled oats mush and syrup. Dinner was 1% 
pints of vegetable soup, 8 ounces of meat, potatoes and 
1/3 loaf of bread. Supper was 1% pints of tea and 1/3 
loaf of bread. 





WATER SUPPLY OF DANVILLE, ILL. 

DANVILLE, IIl., is supplied with water by a private 
company, the source being the Vermillion River, which 
receives the drainage from a considerable area, much 
of it entering in the form of springs. A dam across 
the river at the city offers a small amount of storage. 
The water is said to be practically free from contamina- 
tion, but is very muddy at certain seasons, and the sus- 
pended matter is removed by sedimentation and me- 
chanical filtration. Two Byron Jackson centrifugal 
pumps deliver the water to a 300,000-gallon sedimenta- 
tion basin. A solution of iron sulphate is introduced 
into the water just as it enters the pump, which insures 
thorough mixing. Between the pump and the basin a 
solution of lime is introduced by means of a special 
pump, the amount of lime being about twice that of the 
iron, or about one pound for each 5,000 gallons. The 
treated water remains in the sedimentation basin from 
one and a half to three hours. From this basin it flows 
to the Jewell filters, of which there are six, each with 
a capacity of 750,000 gallons. Provision has been made 
for installing two more filters when necessary. The 
filters are cleaned at intervals varying from five to 
twenty-four hours, depending upon the condition of 
the water. But twenty minutes is required for clean- 
ing, which is usually effected by forcing filtered water 
and air through them, a centrifugal pump being used 
for the wash water 2nd a Root air pump for the air. 
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The method of controlling these is not all that could be 
desired, and experiments have been made recently in 
washing with water alone, but have not progressed far 
enough to result in any definite conclusions. It is esti- 
mated that between 15 and 20 per cent of all the water 
filtered is required for washing. From the filters the 
water flows to a 500,000-gallon clear-water well. 

The main pumping equipment of the plant consists 
of two Scotch marine boilers and two tubular boilers ; 
a six-million-gallon and an eight-million-gallon Snow 
pump, which deliver water to the city, and two Drake 
pumps are held in reserve. A small belted generator 
supplies light for the building. 

The water consumption varies from three million to 
six million gallons per day. About 30 per cent of all 
the services are metered, the maximum rate being about 
25 cents per one thousand gallons and the minimum 
rate is 10 cents per thousand gallons, with a minimum 
charge of $5 a year. Sprinkling service is supplied 
from April 1 to October 1, at a flat rate of $3.50. There 
are 420 hydrants in the city, for which it pays $40 a 
The superintendent is W. J. McGonigle. 


year each. 





ELECTROLYTIC TREATMENT OF SEWAGE 
By C. B. IRVINE 

AFTER a practical operation of the magneto-electro- 
lytic sewage purification plant at Santa Monica, Cal., 
covering a period of nine months, figures are obtain- 
able going to show the actual cost of maintaining the 
plant. For sixty days prior to September 1 of last 
year the device was operated by its builders, at the 
expense of the city. This was the trial test upon which 
the decision to purchase the system was based, and as 
it proved satisfactory to the City Council, the purchase 
was made at $10,000. On September 1 the city took 
charge of the plant and has since been treating twenty- 
five miners’ inches of sewage daily. The capacity of 
the plant is great enough to care for a million gallons 
in a twenty-four-hour day, but the quantity supplied 
by the 11,000 inhabitants of the city does not exceed 
one-half that amount. The cost of operating the plant 
is found, upon actual experience, to be approximately 
$400 per month. Of this sum, about three-eighths is for 
electric energy required in the operation of the motor, 
while the remainder is for engineering services and a 
man who is kept in constant attendance at either the 
purification troughs or at the motor room and pumping 
station. In actual figures the expense of operation for 
four months was. as follows, these months being a fair 
average of the entire period covered by the test up to 
this time: 


November ........ $421.45, of which $131.60 was for electricity 
December ........ 417.95 in 136.55 1 sa 
errr 407.40 ss) 134.10 . 
Rebruaty> 4.452... 304.35 = 144.35 oS 


Analyses showing the result of this treatment, with 2 


description of the plant, were given in the issue of this 
journal for December 16, 1908. The City Council has 
expressed itself as being entirely satisfied with the ©p- 
eration of the plant, which is being visited every iw 
days by delegations from Southern California citics, 
while inquiries are received from all parts of the glo’. 
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Notice of Accident to Municipality as Condition Precedent to Suit—Requirements in Various States— 
Concrete Illustrations Thereof—Place, Time, Nature of Injury and Purpose of Notice Necessary 





By HOWARD C. LAKE, of the New York City Bar, 111 Broadway, New York 


In nearly every city charter there is a provision that, 
in order to maintain a suit for damages for injuries, 
the person claiming to have been injured shall give no- 
tice to the municipality of the accident and cause thereof 
within a specified time or be forever barred from re- 
covering therefor. The readers of MUNICIPAL JOURNAL 
AND ENGINEER will be interested in some general phases 
of this requirement, illustrated by concrete examples 
thereof, with a brief discussion of such allied subjects as 
the sufficiency of the notice, by whom it is to be given, 
time of giving notice, mode of service, etc. 

The statutory requirement as to notice is mandatory ; 
it cannot be waived. In Maine a vote by the Town 
Board to pay a claim, of which no notice had been 
given, was held a mere gratuity and not binding. No- 
tice is absolutely necessary to sustain an action. Not 
only must a sufficient notice be served within the speci- 
fied time and in the specified manner, but the complaint 
of the injured person must allege, and proof must be 
cftered on the trial (unless the allegation is admitted by 
the answer of the municipality) that a due and timely 
notice was properly served. 

Nor is the notice rendered unnecessary because the 
municipal authorities have from other sources acquired 
iull information as to the accident. 

An exception to the general rule perhaps exists in 
Wisconsin, where it has been held that when the direct 
act of the municipality caused the injury, notice is not 
required. 

The effect of death 
dent has been held in 


immediately following the acci- 
Maine to obviate the statutory 
requirement respecting notice, and in at least one other 
State the same rule has been applied, with the further 
exception that it is immaterial whether the death is im- 
mediately following the happening of the occurrence. 
The sufficiency of the notice has been held in at least 
three New England States to be a matter of law for 
the court (that is, the trial justice) to determine; and 
The jury, how- 
are the sole judges of the question whether the 
injury was received at the place described, and this 
hecause the question is purely and solely one of fact. 
‘he sufficiency of particular notices has been much 
littgated, and there are many decisions. The city charter 
or ordinances usually require it to contain (1) a de- 
sc ption of the place and alleged defect; (2) a state- 
mont of the time of injury; (3) a statement of the pur- 
pose of the notice; (4) a description of the injuries 
cl. med to have been received, and, finally (5) a state- 
mt of a claim for damages. These general require- 
mc :ts will be considered in the order named. 
ne place where the injury was sustained must, ordi- 
‘v, be described with reasonable accuracy. A failure 


this, we think, is the rule everywhere. 


ever, 


to comply with the requirement as to description of the 
place has been held to prevent a recovery in Vermont 
and many other jurisdictions. The description has been 
held sufficient “if it will enable the municipal authorities 
to ascertain the place by the exercise of reasonable dili- 
gence.” For example, in a suit against the city of Roch- 
ester, in New York State, a notice giving the place of 
injury as on a certain road “at a point about one-third 
of a mile east of the Charlotte branch of the New York 
Central and Hudson River Railroad, as near as I can 
estimate the distance” was held sufficient, as the court 
said it should receive a reasonable construction. And 
that “the injured person should not be put to the expense 
of employing a surveyor to accurately locate the place 
where the accident happened.’ So, too, a notice that 
plaintiff was hurt on the plank sidewalk on the north 
side of a certain named street between two other streets 
named was held not too general in its terms, and a suf- 
ficient locating of the placé, although the sidewalk was 
proved to be 150 feet long and the block over twice as 
The description may be by reference to natural 
objects or to another highway, or a certain building and 
the like. But a statement that the place was on a named 
highway without naming the particular location thereon 
has been held by the courts not to be a sufficient com- 
pliance with the requirement of “reasonable accuracy.” 

The alleged defect and its nature must be stated. The 
same requirement is involved in the Massachusetts stat- 
ute that “the cause of the injury” shall be stated. A 
statement that the defect was a dangerous embankment 
lias been held in Connecticut to be a sufficient compliance 
with the requirement; but in Massachusetts it is held 
that a mere statement that the injury was caused by 
a defect or defective construction or condition of the 
highway is not sufficient; and in New York, under a 
provision of a charter not unlike the Massachusetts 
statute, a statement that the injury resulted from “a de- 
fective and dangerous sidewalk” was held by the court 
to be insufficient. : 

We pass now to a consideration of the statement of 
the time of injury. It has usually been held to be suf- 
ficient to state the day on which the injury was received. 
If the particular hour is in any way material it must be 
stated. If nothing depends on the precise hour, it 
need not be given. The year, of course, must be given. 
Tf, on the trial, the time of the accident is proved to be 
different, and varies materially from the time stated in 
the notice, the latter is thereby invalidated. To this ef- 
fect is a Connecticut decision in which action the notice 
had stated the time of injury as April 16, and the charge 
of the judge to the jury that the notice was sufficient if 
the accident occurred at any time in April or May was 
held to be in error. In contrast with this is the decision 


long. 
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in an action against the City of Syracuse, where both the 
notice and complaint stated the time as August 5. Coun- 
sel for the city requested the court to charge the jury 
that ‘‘unless the jury find that the accident occurred on 
the fifth day of August, 1891, the plaintiff cannot re- 
cover under the notice served in this case.” This was 
refused, and an appeal held to be no error, the court 
saying it was not fatal to the plaintiff’s case if the oc- 
currence took place on the evening of the 4th, the ques- 
tion for consideration being “whether substantially at 
that place and substantially at the time she has given, 
whether she sustained the accident and the injury that 
she claims.” 

An intention to hold the municipality responsible need 
not be expressly stated in the notice unless the ordinance 
or charter expressly so requires, but it must show appar- 
ently that the notice is intended as a notice to fix the 
right of action. So in Massachusetts, it having been 
proved that on the day following the injury, a police 
officer of the city called to see the plaintiff, who then 
informed him of the time, place, and cause of the in- 
jury, but did not indicate in any way that he made or 
intended to make any claim against the city for his in- 
jury, it was held that this was not sufficient evidence of 
a notice under the statute, which provided that notice 
might be given, among other persons, “to any police of- 
ficer.” There was no requirement that the notice be in 
writing. The court said that the purpose of the notice 
was “to render it, as nearly as may be, impossible for 
towns and cities to be imposed upon by fraudulent claims 
and suits for injuries sustained long before any demand 
for compensation or notice of any kind has been given 
to the municipality. It is not notice to the city 
if, in casual conversation, the person injured narrates 
to his neighbor, who chances to be a police officer, the 
tacts connected with the accident by which he was hurt, 
even though the narration includes a statement of the 
time, place and cause of the injury. lf the 
narration is made to the officer in his official character, 
his attention being officially called to it, the question 
might be raised whether, under all the circumstances, 
the notice was sufficient under the statute.” But so far 
as we can find, this interesting question has not been 
raised in a quarter century following the decision. 

A description of the injuries claimed to have been 
received must be given and the statute substantially 
complied with in this particular. A statement that 
plaintiff received “severe bodily injuries” was held to be 
insufficient in Maine. The plaintiff may, however, re- 
cover for all the consequences directly resulting from 
the injuries specified. The injury need not be de- 
scribed in detail nor in technical terms. In New Hamp- 
shire it was held that a notice was sufficient in this par- 
ticular if it gave such a reasonably complete account of 
the injury as a person of ordinary intelligence is capable 
of giving and naturally would give to his neighbor whom 
he desired to inform as to the part of his person in which 
he was injured, and the extent of his injury. 

Two Connecticut cases are in point. In one a notice, 
stating that the plaintiff's mare was “greatly bruised, 
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cut, sprained, and lamed, in and upon the feet, legs, 
chest, shoulders, back, and other parts, and otherwise 
injured” was held insufficient as being obviously an at- 
tempt, not to give notice of the injury, but to hide it 
under a multiplicity of statements; while in another 
case, which was decided soon thereafter by the same 
court, a description of the injuries as “the bruising, 
wounding and laming of my person” was held to be 
sufficient. 

Nor need the parts of the body be stated, although 
an opposite view would seem to prevail in Vermont, 
judging from certain decisions rendered in that State.* 

Finally, a claim for camages must be stated in the 
notice, if there is a statutory requirement to this effect; 
but this has been held not to require a statement ot the 
amount claimed, it being enough if the injured person 
states that he makes claim for damages. This require- 
ment, it has been held in at least one jurisdiction, does 
not prevent recovery of a greater sum than that claimed, 
if the injury develops thereafter. 

Substantial variance between the notice and proof at 
trial as to a material matter will generally preclude a 
recovery. ‘This is particularly true as to the place and 
defect. A statement that one was injured by falling on 
the sidewalk near a certain corner was held in the high- 
est court of New York to be supported by evidence that 
she fell 65 feet away from the corner ; but a notice that 
plaintiff was injured by a grating is not sustained by 
proof that she was injured by slipping on ice and fall- 
ing onto the grating. 

The time of giving notice is important. This is usual- 
ly fixed by statute and must be complied with substan- 
tially; but where the person is mentally or physically 
incapacitated to such a degree as to be unable to give 
the notice, an extension of time is generally allowed, 
whether expressly granted in the statute or not. So, in 
the case of Walden against the City of Jamestown, N. 
Y., the Court of Appeals held that the city charter pro- 
vision requiring written notice to the municipality within 
48 hours after the accident was substantially complied 
with within 72 hours thereafter, where it appears that 
up to the time of preparation and service of the notice 
the plaintiff was suffering much pain through and in 
consequence of her injuries, and was in a condition 
where she was unable to transact business. 

The particular statutes vary somewhat as to the man- 
ner in which the notice must be served, but it is gen- 
erally regarded as sufficient provided the notice reaches 
the proper officer or commission in due time. The stat- 
ute usually specifies several officers of the municipality 
upon any of whom the notice may be served. Service 
by mail is insufficient when the statute requires the 
filing of the notice; but in some jurisdictions, where no- 
tice may be served by mail, it must be actually received 
within the statutory time. 

*In this week’s “Legal News” is given a recent dect- 
sion of the Maine Supreme Court that the words “badly 
bruising myself and sustaining other bodily injury oj 4 
serious nature” are “fatally defective” as a description 
of the injury. 
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ROADS AND PAVEMENTS 
Will Seek New Methods Before Building More Roads 


Albany, N. Y.—The increased use of automobiles has so 
worn out the 1,800 miles of good roads already completed 
that the new State Highway Commission will not award 
any more contracts this year for good road construction. 
The commission will direct its efforts to completing the 
500 miles of roads now under contract and to repairing the 
roads already built. The Legislature has been asked to ap- 
propriate $1,500,000 to repair the 1,800 miles of roads. In 
the meantime the experiments will be carried on with 
asphalt as a road preservative. A bill is pending in- the 
Legislature to tax automobiles in proportion to their 
weight—$5 on automobiles weighing 1,500 pounds or less; 
$10 on machines weighing from 1,500 to 2,500 pounds, and 
an additional $5 for each 500 pounds weight over 2,500. It 
is also proposed to abolish the speed limit, but require the 
automobilist to travel at all times at a safe speed. 


Hazlehurst’s Paving Almost Equals Brick 


Hazlehurst, Ga.—Hazlehurst is taking a new move. The 
main thoroughfares of the city are being paved with red 
clay, which, when mixed with sand, gives a hard, smooth 
surface, and almost equals, it is claimed, the best paving in 
the larger cities. The sand prevents it being muddy and 
makes a very desirable thoroughfare. 


Diagonal Street Extension Proposed 


Denver, Col—The extension of Broadway from Welton 
to Blake street has been approved by the Board of Su- 
pervisors. The resolution, which will require the Mayor’s 
approval, provides for the opening of Broadway with a 
width of roo feet, corresponding to that of the existing 
street. Under the provision of the bill the city is to pay 
$115,000 and the remainder of the cost is to be assessed 
against a district yet to be defined. Should the bill become 
effective, commissioners will be named by the court and 
they will decide the amount of damages for property and 
buildings taken, and will also decide upon the benefit accru- 
ing to the realty abutting upon the proposed street as well 
as the benefit to adjacent property. Neither the East Den- 
ver High School Building nor grounds will be encroached 
upon by the improvement. Practically all of the struc- 
tures which will necessarily be removed are small stores 
and residences. No important building is affected. The 
very small triangles created by the extension have been 
included in the area to be taken. The idea is that these 
smaller triangles would be of no value to present owners, 
hence might or will be taken as the city would under any 
circumstances be compelled to pay for them. The exten- 
sion from Market to Blake was undertaken more _particu- 
larly to provide for an approach to a viaduct which will 
eventually be needed by the city. The ground from Mar- 
ket to Blake is a very decided drop, and the approaches 
for any future viaduct would necessarily begin at Market. 
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DESIGN PREPARED BY CITY ENGINEER SHOWING PLAN FOR EXTENSION OF BROADWAY, DENVER, COL. 


Paving Materials to Be Tested 


Altoona, Pa.—In order to secure a better quality of pave- 
ments than those hitherto laid, City Engineer Engstrom 
has fitted up a laboratory for testing paving material. Be- 
sides a rattler for testing paving brick proper appliances for 
testing sand, cement and other materials will be installed. 


Patrol on State Good Roads 


Albany, N. Y.—Approval has been given by the State 
Civil Service Commission to the application of the State 
Highway Commission for the classification of laborers to 
the position of patrolmen. The Highway Commission pro- 
poses to organize a patrol system for the repair of 2,000 
miles of improved highways in the State. The Highway 
Commission has established a rule that to be eligible for 
appointment as patrolmen a person must live near the road 
on which he will work; that he must be a resident of the 
town in which the road is wholly or partly located; he must 
also furnish a horse, cart and tools. The Commission has 
fixed the pay at a maximum of $75 a month. 


Criticises Road Law 


Annapolis, Md.—State Senator Blair Lee of Rockville has 
filed with the Good Roads Commission of the State a formal 
complaint against the method employed by the State 
Geological Survey in constructing roads under the Shoe- 
maker law. He summarizes his complaints as follows: Ex- 
cessive cost, involving failure to use local stone and un- 
necessary and minute changes in grade; absence of proper 
precautions for measuring the stone, the principal cost in 
construction; wording of contracts so as to imply possibility 
of favoritism; preventing full competition among contract- 
ors by arbitrary and indefinite provisions; lack of stability, 
due primarily to lack of proper provisions for drainage. 
Senator Lee contends that the Shoemaker roads, when built 
on clay soil, such as is in Montgomery County, are pretty 
much of a failure. Where the soil is sandy, he says, they do 
very well. Senator Lee suggests that stone be weighed 
instead of measured. He also thinks the powers of the 
engineer should be made more definite and less arbitrary. 
In referring to.the cost of constructing such roads in Mont- 
gomery County Senator Lee cites roads which cost as high 
as $11,000 a mile. 


Method of Road Construction Settled in Maryland 


Baltimore, Md.—Road Engineer Walter W. Crosby be- 
lieves that he has solved the problem of making a good road 
for little money. This is his recipe: “Refined coal tar or 
asphalt in a solution of oil to the consistency of thick cream 
at normal temperature, used hot.” He says that roads 


treated with this preparation in New Jersey and Rhode 
Island are standing up under the strain of automobile travel. 
He said it is used on the highway to Narragansett Pier and 
Newport, and in spite of the fact that no road in the country 
is subjected to more continuous use by automobilists, it is 
wearing well. 
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City to Make All Asphalt Repairs 


Columbus, O.—The municipal asphalt repair plant will do 
all the repair work on asphalt streets of the city during the 
coming year. Under the contract made with firms doing 
asphalt work the streets are to be kept in repair a certain 
length of time after being put down. The street car com- 
panies are also compelled to keep the asphalt streets be- 
tween the tracks in first-class condition. Under resolutions 
passed by the Service Board, the city will do all this work 
and charge it up against the companies. The terms of the 
city have been accepted by the Columbus Railway and 
Light Company, the Ohio Electric Company, the Trinidad 
Paving Company and the Barber Asphalt Company. It is 
claimed that the prices given by the city are cheaper than 
the big paving companies themselves can come here and 
make the few repairs that are necessary. 


Half of City’s Paving Instructors Laid Off 

Indianapolis, Ind.—As a preliminary step toward a policy 
of retrenchment in street improvement work, due to the 
passing of the Thornton paving law, charging the cost of 
intersections to the city at large, the Board of Public 
Works has laid off 20 of the 43 inspectors in the City En- 
gineering Department. It is understood that there will be 
little prospect of their returning to work this year. The 
Engineering Department has been employing the inspectors 
at the rate of $70 a month, but City Engineer Blaine H. 
Miller said they had been on half time for the last six 
months. When the inspectors are at work the contractors 
are required to reimburse the city for the time they are 
employed on the respective improvements. 


Mayor for Free Asphalt 


New York, N. Y.—Mayor McClellan has written to Sen- 
ators Root and Aldrich urging the placing of asphalt for 
street paving on the free list in the revised tariff. In the 
letter the Mayor says: “The amount of revenue derived by 
the General Government from this duty is small, although 
it imposes a material tax upon the City of New York, and 
as a large proportion of the material used is for pavements, 
the entire cost of which is assessed upon the property bene- 
fited, the present duty adds to the direct burden of the 
property owners.” The Mayor estimates the amount of 
asphalt used each year by the city to be 25,000 tons. 


Want Narrower Streets Paved Full Width 


Montclair, N. J.—A request from the Municipal Art Com- 
mission to limit the width of the driveway in new streets 
somewhat in proportion to the amount of traffic it is sup- 
posed to carry, instead of making all thoroughfares a uni- 
form width of not less than 50 feet, met with a favorable 


reception from Council. It was agreed that deeds for no 
less than 50 feet in width would be accepted, but that the 
driveway might be lessened and the grass plot bordering 
the walks widened in residential thoroughfares. It was 
also decided that all new streets must be macadamized from 
curb to curb. 

Philadelphia Has City Plan 


Philadelphia, Pa——The Bureau of Highways is preparing 
a list of several hundred streets to be placed on the city 
plan in view of the passage of a bill in the Legislature in- 
troduced by Sigmund J. Gans, of the Twenty-third District, 
Thirty-eighth Ward. Under an existing ordinance of Coun- 
cils no streets less than 30 feet in width can be placed on 
the city plan, but the new law provides that streets of less 
width which have been in use 21 years shall be placed on 
the plan. 


Alleged Collusion of Paving and Street Car Companies 


Portland, Ore.—On the alleged ground that there is col- 
lusion between the Barber Asphalt Paving Company and 
the Portland Railway, Light and Power Company to force 
the property owners to pay an unequal share of the cost of 
paving Hawthorn avenue, a $160,000 job, Mayor Lane has 
held up the contract with the paving company to pave the 
street with asphalt. The street car company must pay for 
laying stone blocks on each side of its tracks and for its 
share of the pavement between the rails. It is claimed that 
the bid of $2.40 a square yard for blocks is too low and that 
for asphalt, $2.15, too high, the result being to force prop- 
erty owners to pay for an undue proportion of the work. 
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SEWERAGE AND SANITATION 


Report on Sewage Disposal Used to Secure Appropriation 


Atlanta, Ga.—Plans for a sewage disposal system will be 
made by Rudolph Hering, of New York City, which will be 
put in such shape that any intelligent voter can understand 
them. The plans and accompanying report will be used in 
applying for a charter amendment and will be submitted for 
popular consideration in connection with a bond election. 
There are seven outfall sewers. Dr. Hering proposes to 
install automatic electric pumps at each outlet and pump 
the sewage to three disposal plants, where sedimentation 
basins and sprinkling filters will take care of it. 


Impure Milk a Personal Matter 


Birmingham, Ala.—City Hall circles were greatly en- 
livened one morning, when, in the office of the City Clerk, 
Dr. R. B. Harkness, City Health Officer, and E. M. Duncan, 
City Bacteriologist and Milk Inspector, engaged in a fist 
fight, giving each other several blows in the face before 
they were separated by B. A. Pepperman, secretary to the 
Mayor. The trouble between the Health Officer and the 
Milk Inspector of the city has been of long standing, and 
the climax was reached when the monthly report of Dr. 
Harkness was published, in which he referred at length to 
the contamination of the milk supply of the city. E. M. 
Duncan, who is the Milk Inspector, took this as an affront, 
apparently, and when the men met accidentally in the City 
Hall the fight occurred. 


Prevent the Clogging of Storm Sewers 


Dayton, O.—That the idea of Sewer Superintendent Joe 
Madigan in having pits constructed at the mouths of storm 
water sewers in various parts of the city was one tending 
to save the city much money is illustrated by the manner 
in which they performed their duty during the recent storms. 
Each pit caught the gravel from the East End hills, and 
one holding 100 yards of refuse was entirely filled. Mr. 
Madigan says that if it were not for these receptacles the 
city would now have to go to the expense of cleaning out 
the drains again. The pits are being emptied of the gravel 
by the wagonload. 


State Officials Inspecting Streets 


Dayton, O.—With a view to getting statistics showing 
the condition of the streets of Dayton, in so far as they may 
have a bearing upon the health of the community, Engineer 
Paul Hansen and Assistant Engineer Dittoe of the State 
Board of Health started an inspection in Dayton. The 
State officials were taken over the city by Superintendent 
McCurdy Huffman of the Street Department. They are 
looking minutely into the conduct of the Street Department 
relating to the removal of manure and other injurious sub- 
stances on the highways. Also, the men are investigating 
the garbage removal system, and the general character of 
public alleys in the Gem City. The State Board of Health 
makes an annual report of all the larger cities in so far as 
the general administration of affairs pertain to health con- 
ditions. 


Health Board Enforces Screening Regulations 


New Orleans, La.—Fifty affidavits were filed in one day 
against property owners of the city for violating the ordi- 
nance requiring the screening of cisterns by the City Board 
of Health authorities. This brings the total filed during two 
weeks up to 300. 


State to Help Solve the Sewerage Problem 


Trenton, N. J.—A resolution has been introduced in the 
Legislature by Mr. Frelinghuysen authorizing the appoint- 
ment of three members of the Senate to confer with the 
State Board of Health for the purpose of recommending a 
plan whereby the State may aid or assist the several munici- 
palities required to install sewerage and disposal systems. 
This combined committee will be expected to ascertain the 
number of municipalities affected, the probable total cost of 
the proposed improvements, and report its findings to the 
next session of the Legislature. The resolution was adopted 
and President Robbins appointed Messrs. Frelinghuysen, 
Hinchliffe and Ackerman as the Senate Committee. 
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PUBLIC HEALTH LAW AMENDED 


New York Governor Signs Bill Relative to Tuberculosis 
Camps—Health Officers Must Approve 


Albany, N. Y.—Governor Hughes has signed the bill of 
the Assembly Committee on Public Health, amending the 
public health law, relative to the establishment of hospitals 
or camps for the treatment of pulmonary tuberculosis. The 
new law is in line with a recommendation made by Governor 
Hughes in his annual message. The law requires persons, 
associations, corporations or municipalities, proposing to 
establish such an institution to file a petition with the State 
Commissioner of Health. The State Commissioner and the 
Local Health Officer are authorized to approve or disapprove 
the establishment of such hospital or camp. In case the 
Board is deadlocked the question may be submitted to 
another board composed of the Lieutenant-Governor, 
Speaker of the Assembly and the Commissioner of Health. 
Under the existing law the location of such institutions is 
in the discretion of the Board of Supervisors. 


To Protect Sources of New York Water 


East Syracuse, N. Y.—Peter Bucher and other members 
of the Onondaga County Grange are interesting themselves 
just now in a movement for the regulation and control of 
the drainage of farms and other rural lands by Legislative 
enactment. The situation has become so serious that 
remedial legislation is deemed imperative. There is now 
no system of regulation of drainage in country districts, so 
that streams used at various points for watering cattle, and 
even wells, are polluted with sewage. An association known 
as the New York State Drainage Association has been 
formed which proposes to begin a campaign of education 
and disseminate information as to the benefits of sanitary 
drainage. 

To Keep Lake Water Pure 


Ellery, N. Y.—The Board of Health of Ellery, a town 
which has 1o miles of frontage on Chautauqua Lake, with 
numerous hotels and boarding houses, has taken steps to 
prohibit the emptying of sewage pipes into the lake. This 
is the first move to be made around the lake for the pro- 
tection of the water from sewage, aside from that at the 
Chautauqua Assembly. The Board is acting under direction 
of the State Department of Health, and will compel the 
owners of all buildings where the sewage is turned into the 
lake to provide individual disposal works, so as to keep the 
lake water pure. It is asserted that similar action will be 
taken by other towns bordering on the lake, which include 
Busti, Harmony, Chautauqua and Ellicott. 


WATER SUPPLY 
Railroad Is Paying Big Water Bills 


Columbus, Q:—One railroad company pays to the city of 
Columbus more water rent every month than do the 16,800 
private consumers who pay the minimum rate of $1.35. 
The Pennsylyania Railroad pays a monthly rental of $2,800, 
or $34,600 annually for the use of city water, which is about 
one-seventh of the total collections each year in the’ Water 
Works Department. 


Water Franchise Finally Approved 


Indianapolis, Ind.—The City Council ‘has ‘finally. approved 
the contract made last November by the Board’ of Public 
Works with the Indianapolis Water Company for a ‘10-year 
extension of the water franchise. Practically the only 
changes made under the new contract are the provisions for 
an extended water supply for city use at the new City. Hall, 
police sub-stations, the city stables, the asphalt repair plant 
and the dog pound. The remuneration to the watér com- 
pany remains the same as it was under the old contract—$45 
annually for every fire hydrant and the same sum for every 
public drinking fountain. The city may require the water 
company to lay at least 40,000 feet of new mains during any 
one year, the city being required to take at least one 
hydrant for every 500 feet of mains extended. It is pro- 
vided by the contract that the purity of the water shall be 
determined by two chemists, one employed by the City 
Board of Health and.the other by the water company. 
When these chemists cannot agree the analysis must be 
subjected to a third chemist. It is particularly specified in 
the contract that the water supplied to “the city and citi- 
zens of Indianapolis shall be good potable water.” 
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Cheaper Water for Tenement Buildings 


Chattanooga, Tenn.—The landlords of small tenement 
houses have, after many, many years of endeavor, been re- 
warded with victory in their efforts to induce the City 
Water Company to grant the minimum rate where more 
than one family and tenant are supplied through the same 
meter. 

A Work of Millions 


New York, N. Y.—P. J. Shea, one of the New York Water 
Supply Commissioners, has returned from the scene of his 
commission’s work in the Ashokan Valley. He says the 
magnitude of the work cannot be made clear except to 
those who have been on the scene and are familiar with the 
plans. Arrangements, he says, are being perfected to put 
5.000 men at work on the great concrete dam on June I. 
The dam is to be a mile wide, and the contract price is 
$13,000,000. 


Forest Service to Take Charge of Watershed 


Salt Lake City, Utah—It is probable that the city will at 
once complete the contract with the United States Forest 
Service by which the watershed belonging to Salt Lake City 
will be under the care of the Forest Service. This contract 
was drawn a long time ago and was placed in the hands of 
the City Engineer. Its completion was delayed by some 
technicalities. Now the forest reserve people are anxious 
to take over the watershed, and it will probably be handed 
over to them without further delay. 


STREET LIGHTING AND POWER 


Wants Natural Instead of Municipal Gas 





Hamilton, O.—After reviewing the failure of the Colum- 
bia Gas and Electric Company to furnish natural gas to the 
city in accordance with its franchise, Mayor Straub, in a 
message to Council, declares that the company should only 
be given 30 days longer to fulfill its promise. If it fails in 
that period he suggests that Council take immediate steps 
to recover on the firm’s $25,000 indemnity bond. The Mayor 
says natural gas will mean a saving of $500,000 to the citi- 
zens in the next 10 years. He further advises Council that 
the next step to take is to secure some kind of agreement 
with the Hamilton Gas and Electric Company to furnish the 
city with gas. Under no consideration, declares the Mayor, 
should the city pay more than 25 cents per 1,000 cubic feet. 
If the city is not successful in making an agreement of this 
character, the Mayor says the city should at once rebuild 
its present gas plant. The Mayor declares that in the last 
year the city has lost $12,645.54 on its gas business. This 
does not include interest on gas bonds amounting to 
$5,759, making a total of $18,305.56. He declares the city’s 
loss by June 1 will exceed $25,000. The message says that 
the exorbitant price the city is forced to pay for its gas is 
the cause of the enormous loss. Mayor Straub charges the 
municipal gas plant is in a deplorable condition. The elec- 
tric and water plants, he says, are in satisfactory condition. 


Good Report of Municipal Lighting Plant 


Jamestown, N. Y.—The city has owned and managed a 
municipal lighting plant for street lighting and commercial 
purposes for 15 years. A commission appointed by the 
Mayor has complete control of the plant, charging the 
municipality at the rate of $52 a year for all street lamps, 
and furnishing commercial lights at an average cost of 6 
cents per kilowatt. The annual report for the last year 
of the lighting commissioners shows that the total operat- 
ing expense of the plant, including interest on the cost of 
the same, depreciation charges of 10 per cent, was $36,- 
356.61, and the income for the year was $46,085.75, thus 
giving the city a profit of practically $10,000, in addition to 
furnishing street lights cheaper than they are sold to any 
city in the State by a private concern. 

Providence to Have Cheaper Gas 

Providence, R. I—Gas will be cheaper when the Provi- 
dence Gas Company’s plant, which is being erected at Sassa- 
fras Point, gets into operation, according to a statement of 
President Ellis. It has been decided to adopt the Dessau 
vertical retort, and it will be the first installation of the 
kind in the United States, although it is in successful use 
in Germany. 
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FIRE AND POLICE 


Atlanta May Pension Police and Fire Veterans 


Atlanta, Ga.—It is probable that a plan for the retirement 
and pensioning of veteran members of the Atlanta Police and 
Fire Department will be adopted by the City Council in the 
near future. A special committee which has had the idea 
under consideration has made a favorable report upon it, 
which will soon be acted on. The committee recommends 
that all policemen and firemen be retired, if; they so desire, 
on half pay at the end of 25 years’ continuous service. It 
is also recommended that those permanently disabled in 
line of duty be given the same privilege. A simiJar rule of 
pensioning would apply to widows of officers or firemen 
killed in the service, that is, as long as they remain widows. 


Cycle Policeman for Speeding Autoists 


Albany, N. Y.—A motor cyclist with a machine equipped 
with a speedometer is to be added to the police force this sum- 
mer to look after the automobilists who exceed the speed limit 
on the boulevards of the city. 


Bayonne to Have Women Policemen 


Bayonne, N. J.—Police women are to be a reality here. 
Having been authorized by the City Council at the sugges- 
tion of Mrs. Julia Goldzier, nine volunteers will do duty 
policing the park during the summer. The feminine officers 
will not bear the common name of police women, but will 
be known as “guardian mothers,” and will not wear uni- 
forms, as at first reported. Their duty will be not so much 
to make arrests, as to install a spirit of politeness in the 
youngsters of Bayonne. They will urge the children not 
to make noise, to be gentle, and to rise always and give 
their seats to elders. The “guardian mothers” will do duty 
on alternate afternoons and will serve without pay. Some 
one has proposed that they carry the proverbial slipper or 
paddle instead of a club. : 


Chicago’s Chief of Police Against Sale of U. S. Rifles 


Chicago, Ill—Chief of Police Shippy of Chicago has dis- 
covered that many hundreds of the old United States army 
rifles have been sold in Chicago stores indiscriminately, and 
has protested to the War Department against the sale of 
the weapons. “I learned that the Government had sold a 
large consignment of the rifles to one man, and that he had 
sold them in turn to stores throughout the country,” said 
Chief Shippy. “The stores were retailing them for almost 
nothing, and it seemed to me a dangerous thing. With 
such weapons obtainable so easily the community might be 
imperiled in times of strike or riots. The War Department 
has informed me it will sell no more of the weapons and 
will melt up what remains of them.” 


Lebanon’s Police Are Churchgoers 


Lebanon, Pa.—Headed by Chief of Police John G. Zim- 
merman and County Detective Aaron Sattazahn, there exists 
in Lebanon a churchgoing detective and police force which 
is probably unique in the annals of the State. Knowing 
when severity brings the best results, they believe that a 
good example is the first element of moral uplift, and that 
moral influence properly exerted has a better reformatory 
effect than penal servitude. Every Sunday evening from a 
dozen to 30 policemen, constables and other citizens gather 
at Police Headquarters and go to some one of the churches 
to attend services. When notice is given of which church 
they intend to visit, seats are often reserved for them. 


Mounted Police to Enforce Traffic Law 


Louisville, Ky.—Louisville is to have mounted police 
patroling Fourth avenue and Market street. Colonel 
Haager, Chief of Police, says that since the new traffic ordi- 
nance went into effect the corner policemen have been un- 
able to enforce it, and that many merchants on both Fourth 
avenue and Market street have requested him to put the 
mounted police back in service on these streets to 
keep traffic from becoming congested. The mounted 
police were on Fourth avenue for awhile a few months 
ago, but were taken off when it was thought every one 
knew of the new traffic restrictions. Two more mounted 
men will be put in service in order to patrol the downtown 
streets. The mounted men will be on Fourth avenue from 
Main to Broadway. and on Market from First to Sixth street. 
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OHIO FIREMEN ON STRIKE 


Small Wages and Criticism Compel Fire Fighters in Two 
Cities to Quit—Big Blaze Brings One Force Back 


Cuyahoga Falls, O—The Cuyahoga Falls Fire Depart- 
ment, disbanded because the members were dissatisfied with 
the pay and with criticisms passed by members of the 
Village Council, will be reorganized immediately as the re- 
sult of a fire which swept the plant of the Independent 
Steel and Wire Company. The blaze started in the tinning 
room and swept through three buildings before it was 
checked, with a loss of $60,000. The entire town turned out to 
fight the blaze, and the old fire fighters got back into harness. 

Geneva, O.—The Geneva Volunteer Fire Department has 
gone on strike, demanding double their present pay for all 
calls and for all time put in in fighting fires. The fire com- 
mittee of the Council has offered to increase the payment 
for responding to calls, as asked by the strikers, but has 
refused to meet the demand of 50 cents an hour for the 
time spent at fires. The 14 members of the Department are 
paid 50 cents for responding to a call and 25 cents an hour 
for time put in. They ask that the rate be doubled. All 
members of the Department are furnished with free ’phones 
and the Council declares this should offset any increase in 
pay. 

Wants Fire Squad Patrol 

Philadelphia, Pa——Moved by the recent fires, Mayor Rey- 
burn suggests a fire prevention squad to patrol the mer- 
cantile and manufacturing districts. He says: “My 
thought is that we might;organize-a»systematic fire patrol 
at little cost. We might;-for instance, employ firemen no 
longer capable of active duty and who are now on the 
pension fund to visit merchandising and manufacturing 
centers to systematically look for things that might cause 
fire. They could be given the keys of such establishments 
with the right to enter them any time. One fire prevented 
would pay for the patrol for a year.” 


Portland’s New Fire Alarm 


Portland, Ore.—The city has a new fire alarm central 
office, operated by storage battery controlled by automatic 
storage battery switchboards. The city is divided into a 
number of fire alarm circuits, on which the signal boxes 
operate, and these circuits are separate and distinct, one 
from the other, having their own battery, and all terminate 
in the automatic repeater, which receives all alarms and 
transmits them over the alarm gong circuits entirely auto- 
matically. The city has now in place about 175 of the best 
style of succession fire alarm signal boxes. These boxes 
are absolutely non-interfering, two or more boxes pulled 
at or about the same time will not mix the signal. 





CENTRAL STATION, FIRE ALARM SYSTEM, PORTLAND, ORE. 


Courtesy of the Portland Evening Telegram. 
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Fire Pump in Fire House Cheaper than Fire Engine 


Pittsfield, Mass.—The recent disastrous fire at Lenox has 
caused local property holders to note more carefully the 
conditions for fire fighting in Pittsfield. Just at present 
there is a feeling that something should be done to increase 
the fire fighting facilities in the business center of the city. 
Probably one of the most feasible as well as the most 
economical plans suggested for improving the fire fighting 
appliances of the city would be to extend a main from 
Silver Lake through the business section with standpipes 
at the points where they would be of the most service. By 
connecting the main with a large pump established in the 
Stanley power house the city would have, in case of a fire, 
a water service that could not be equaled by the purchase 
of several steamers, and there would be no possible chance 
of the water supply giving out. A high-pressure pump and 
an 8-inch main would furnish sufficient water to fight sev- 
eral fires at one time, and run no chance of depleting the 
city supply of water in Ashley Lake. The interest on the 
expenditure would be less than the cost of maintaining one 
additional fire engine and would be considerably better. By 
placing the pump in the Stanley power house it could be 
started at a minute’s notice, as there is always steam on 
there and men to operate the boilers. 


Fire Apparatus to Fight Brush Fires 


Methuen, Mass.—Chief Graham of the local Fire Depart- 
ment has in view the purchase of an express wagon whica 
he proposes to convert into a light combination to take the 
place of the regular chemical, thus providing an extra hitch 
in case of a second alarm. The wagon, as planned, would 
contain six chemical tanks and a 25-gallon water tank, 
which would provide ample liquid for an extended brush 
fire, where quick work is called for. Under present condi- 
tions, when the chemical tanks are emptied the firemen 
find it necessary to hunt for water, which consumes valuable 
time. As from six to eight men usually accompany the 
combination, and the brush fires are fought with the chemi- 
cal and shovels, this would leave the regular combination 
and hose wagon free to act in case of a second call. 


Stars for Firemen’s Uniforms 
Utica, N. Y.—Members of the Fire Department are to wear 
silver.stars on their uniforms, in lieu of the blue service stripes, 
each star denoting five years of service. The Chief and Depu- 
ties will continue to wear gold braid. 


Town Has New Quarters and Apparatus 


Clarksdale, Miss.—Clarksdale has built a new fire house 
and purchased a combination chemical wagon and new 
horses to go with it. The wagon is of the latest style, 
fitted up with a 35-gallon tank, 1,000 feet of hose, two 
Hawley play pipes, extension ladders, wire cutters, axes 
and other necessary implements, while the building is a 
modern steam-heated structure, the lower floor being de- 
voted to the fire apparatus and the upper to the firemen. 
The entire outfit cost the city about $4,000. In the picture 
are Chief Jack Donahue, with his assistant, Wilhelm Frank, 
while on the side step are the two Commissioners, M. J. 
Bouldin and R. B. Lawler. 
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NEW FIRE STATION AND APPARATUS, CLARKSDALE, MISS. 
Courtesy of the Memphis Commercial-Appeal. 
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GOVERNMENT AND FINANCE 


Mayor Is Studying Merit System 


Baltimore, Md.—Reports and statistics of wide scope, 
covering the development of the merit system in the Civil 
Service of other cities of the country, have been turned over 
to Mayor Mahool by Dr. Horace E. Flack, head of the 
Department of Legislative Reference. With these data at 
hand Mayor Mahool is now to determine on his course of 
action to secure for Baltimore the advantages of the merit 
system. While directing special attention to the details of 
the national system of Civil Service, Dr. Flack has included 
in his report to the Mayor the essence of the systems used 
by all the larger municipalities that have adopted the merit 
idea. In this latter regard he has paid no little attention to 
the laws in Massachusetts, which are said to be especially 
adaptable as a basis for similar laws in other cities. More- 
over, Dr. Flack has called attention to the weaknesses and 
their causes that have been discovered from time to time in 
the national Civil Service. 


Makes Map to Facilitate Equalization of Taxes 


Baton Rouge, La.—That an equalization of the assess- 
ment rolls of the city is what is needed in Baton Rouge to 
solve the financial difficulties is evident from an examination 
of the present assessment rolls. Business structures, side 
by side, or in the same block, but owned by different per- 
sons, are assessed vastly different. The same is true of 
homes in the residence section of the city. The assessment 
of unimproved lots in the same blocks shows the same in- 
equality. These facts are clearly brought out in the maps 
of the different subdivisions of the city, which are being 
checked over by City Treasurer Ricaud and City Auditor 
Perkins. A map of each subdivision has been made by 
City Engineer Swart. He has just completed this work, and 
is now engaged upon making one large map of Baton Rouge 
and all the suburbs. The City Auditor and Treasurer are 
checking over each lot. The name of the owner and the 
present assessed value is written on the map over the space 
occupied by the lot. City Treasurer Ricaud estimates that 
it will take 10 months to complete the labors. When it is 
completed the inequalities in the assessments will be evi- 
dent and an equalization easy. 


Duties of Houston City Commissioners 


Houston, Tex.—By virtue of an ordinance passed under 
the emergency clause by the City Council, Mayor Rice 
takes charge of the Police, Light and Sewer Departments 
of the city, in addition to his other duties, and thereby re- 
lieves any of the Commissioners of any of the work or re- 
sponsibility connected with these departments. The duties 
of the Commissioners were also provided for by the ordi- 
nance. One Commissioner will have charge of the Finance 
Department, another will control the Street and Bridge De- 
partment, another the Water Department, and the other 
Commissioner will have charge of the Fire Department. 
The Finance Commissioner will take over the Ordinance 
Department in addition to his other duties. 


Special Ordinance Suppresses Students 


Rolla, Mo.—By threatening to cause the fast ’Frisco train 
to pass through Rolla without stopping unless conditions 
at the station were changed, the railroad forced the Rolla 
City Council to pass an ordinance tabooing flirting and 
making eyes on the station platform. Mayor Stroback and 
Superintendent O’Hara of the ’Frisco have joined forces to 
prevent young students at the State School of Mines from 
attracting attention of pretty girl passengers on the ’Frisco 
trains. Some of the means of attracting attention the ordi- 
nance prohibits are: Waving hats, tipping of hats, calling 
and giving college yells. The lid on yells does not apply 
to Rah-Rahs to cheer a departing classmate. The penalty 
for violating the ordinance is a fine of from $5 to $25. The 
school authorities have promised assistance in enforcing 
the ordinance. Pretty girl passengers on the ’Frisco now 
smile and giggle as trains pass through,. but the students 
are as meek as lambs. The City Marshal is spending most 
of his time at the station to catch violators of the ordi- 


nance. 
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REFUSE COLLECTION AND DISPOSAL 


Flushing Machines Effective During Rains 


Akron, O.—Superintendent of Streets Edward Dunn says 
that the best time to flush streets is during or immediately 
after a rain. The rain, he says, loosens the mud from the 
pavement; but does not wash it off; then the flushing ma- 
chines do their best work. It has happened that indignant 
citizens seeing the machines at work during a rain have 
called up the Board of Service and complained that the 
city’s water and money are being wasted. 


. Garbage Cans Have Been Distributed 


Altoona, Pa.~—-The Highways Department has again dis- 
tributed the garbage cans at central locations about the 
city, with the hope that the people will make the proper 
use of them, by depositing therein the things that are per- 
missible and refraining from depositing the things that are 
not permissible. There are 40 of the cans, 36 of which have 
been placed along the streets of the West Side and four on 
the East Side. During the time the cans were not in service 
they -were thoroughly cleaned and painted and they now 
present a very attractive appearance. They are not to be 
used as general garbage disposal plants, being intended 
only for smaller items of dirt, such as scraps of paper, apple 
cores, peelings, cigar snipes, only when extinguished, and 
peanut shells. Merchants are not presumed to use them 
for'the refuse of their stores, neither are housewives ex- 
pected to make general use of them at house-cleaning time. 
They will be emptied once or twice a week or as often as 
is nécessary. 

Rubbish Collectors Overworked 


Washington, D. C.—Since housekeepers have been so 
active in their clean-up campaign the demand for collectors 
to remove rubbish is so active that it cannot be supplied. 
When a housekeeper desires rubbish hauled away word is 
sent to the department office and a collector is assigned to 
do'the work. He is given a card bearing the name and ad- 
dress of the person. When he calls at the premises he pre- 
sents the card, which is to be retained by the person to 
whom it is given, and who is instructed, according to a 
printed formula on the card, to notify the department if the 
collector attempts to overcharge for the work or if anything 
is stolen by the collector. If such a report is made to the 
department the man’s permit is immediately revoked. It is 
estimated that there are 10,000 wagonloads of rubbish in 
yards and cellars of the District of Columbia, and Superin- 
tendent Wood recently told Commissioner West that 6,000 
of this would be carted away by May I. 


Ash Dump and Market Are Neighbors 


Brooklyn, N. Y.—The market men of Wallabout market 
are up in arms protesting against the city ash dump along- 
side the market and demanding its removal. President 
George Dressler. of the Wallabout Market Merchants’ As- 
sociation, is in receipt daily of letters from members of 
the association protesting against the dump. One. firm 
complains that it is impossible to keep the dust out of 
its office and stand. 














WALLABOUT ASH DUMP, BROOKLYN, N. Y. 
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The Disposal of Garbage 


Akron, O.—Investigations are to be made by a sub- 
committee of the Chamber of Commerce, consisting of 
James Chandler, H. V. Hotchkiss and Robert Myers, to 
determine whether or not funds can be raised by the city to 
pay for the disposal of garbage in Akron. The Health 
Committee of the Chamber of Commerce met at the re- 
quest of the Board of Health, when M. W. Hoye, Mayor 
Sawyer, Councilmen Myers and Seward were present. The 
meeting was called for the purpose of considering plans 
for the removal of garbage. Mayor Sawyer stated that a 
representative of the Engle Garbage Disposal Company of 
Des Moines, Ia., had made an offer to dispose of all the 
garbage systematically at the rate of 50 cents per capita or 
at the rate of $30,000 for a 60,000 population. Members of 
Council declared they did not believe that under the 10-mill 
levy the money could be provided, and so the committee 
was appointed to investigate and determine ways and means 
to raise the money. 


RAPID TRANSIT 


City Loses by Partnership Arrangement 


Chicago, Ill—Charges that the city has been deprived of 
thousands of dollars profit in the operation of the Chicago 
City Railway by means of unlawful allowances and an un- 
fair system of accounting are contained in a report made 
to Mayor Busse by Price, Waterhouse & Co., a firm of certi- 
fied auditors. The company is severely criticised and the 
Board of Supervising Engineers is held directly responsible 
for permitting the company to profit at the expense of the 
city. The report embodies the results of the investigation 
started by the Mayor on being informed in a mysterious 
letter that the City Railway was enjoying rebates and dis- 
counts on rehabilitation material from which the city did 
not benefit. The Mayor said at the time his inquiry became 
known that if the accountants found anything wrong with 
the City Railway’s accounts he would order a similar in- 
vestigation of the Chicago Railways Company. Mr. Busse 
made public the report before he had examined it, and said 
he would withhold comment and indication of his future 
action until he could analyze the findings. 


New Municipal Ferryhouse Cornerstone Laid 


New York, N. Y.—-The cornerstone of the new Staten 
Island ferryhouse was laid without ceremony. The small 
square stone which is to mark the finest ferryhouse erected 
by the city, and the first experiment of the municipality in 
Government ownership and operation of a rapid transit line, 
was dropped into place a few days ago. The stone is 
simply inscribed “A. D. 1909.” Inside was placed a one- 
dollar bill, some coins of this-date, and copies of the current 
newspapers. 


New Jersey Will Have Trolley Freight 


Trenton, N. J.—A trolley freight bill, said to be drawn up 
in accordance with the views of Governor Fort, who vetoed 
a former bill, has been passed by the Legislature. The bill 
introduced by Senator Gaunt, the head of the State Grange, 
has the support of the farmers of the State. 


Riverside Stages Suspended 


New York, N. Y.—The following notice has been displayed 
conspicuously on the Fifth Avenue buses during the past week 
or ten days: 

To THE PuBLIC 


The Park Board has forbidden us to run these stages 
on Riverside Drive, alleging that they damage the trees. 
Although it will be an inconvenience .to the public as 
well as contrary to our own rights and interest, we are 
forced-to announce the suspension of regular operation 
of these stages upon,that portion of our route until 
further notice. ee : 
Firth AVENUE CoacH Company, 

Ricuarp W. Meape, President. 
Forty-ninth Street and Eighth Avenue. 



























April 28, 1909. 


MISCELLANEOUS 


Tall Man Has Law Changed 


Atlantic City, N. J—Because a store awning knocked oft 
the high hat worn by City Solicitor Wooton returning from 
church on a recent Sunday a bill has been put through the 
City Council making it a misdemeanor to have a shade ex- 
tending over the sidewalk within seven feet of the pavement. 


Wants City to Own Telephones 


Jamestown, N. Y.—Mayor Samuel A. Carlson has recom- 
mended the establishment of a municipal steam heating 
plant and the acquisition of the Home telephone plant by 
the municipality. The telephone plant has recently been 
appraised by the American Appraisal Company of Mil- 
waukee, in accordance with an agreement between repre- 
sentatives of the municipality and the Home Telephone Com- 
pany. When the appraisal report is presented a proposition 
of purchase will be submitted to a vote of the people. The 
franchise under which the company operates provides for a 
sale of the plant at cost, plus 10 per cent, if the people 
so elect. 

Upper Broadway to Get Back Its Trees 


New York, N. Y.—An agreement has been entered into 
between the Park Department, Public Service Commission 
and Interborough Railroad Company for the replacing of 
the trees in park plots in Broadway, between Sixtieth and 
122d streets. The trees were ruined during the building of 
the subway, and under the terms of his contract, J. B. Mc- 
Donald, the contractor, was to replace them. The work has 
been partly carried out, but under the present agreement 
135 more trees will be set out at an estimated cost of $20 
each. Park Commissioner Smith intends to begin at once the 
general improvement of the Broadway park plots. 


City Inspects All Elevators and Boilers Not Insured 


Scranton, Pa.—In accordance with the terms of an ordi- 
nance recently passed, Boiler Inspector Charles Flint will 
inspect all elevators and supervise their service in all details. 
Instead of personally inspecting all of the boilers twice a 
year he has been authorized to accept the insurance com- 
pany’s certificate as proof of good condition of the boilers. 
The ordinance requires inspection of elevators every three 
months. Elevators inspected and insured by insurance com- 
panies will be licensed without special inspection by the 
city, provided proper reports are made. The Directors of 
Public Safety on report of the inspector may order any 
elevator closed until repairs directed have been made. 


Space Under Walks May Be Rented 


Seattle, Wash—A new source of municipal revenue is 
under consideration by members of the Finance Committee 
and the Corporation Counsel, with a view to collect rental 
for the space under sidewalks, now in general use by the 
owners of the larger and more modern buildings. Corpora- 
tion Counsel Scott Calhoun has been advised that the City 
of Chicago collects a total of $369,000 annually for the 
privilege of such space. In that city there is a special com- 
mittee, named by the Council, in charge of areaway rentals. 
Valuation on each sidewalk space is made each year and 
the commission fixes the cost of renting. By collecting 
even a nominal rent in Greater Seattle it is estimated that a 
considerable amount could be turned into the treasury each 
year from this source. The plan used in Chicago will prob- 
ably be adopted and one of the Council committees desig- 
nated as the collector. 


Regulations for Private Hospitals Adopted 


Washington, D. C.—Rules for the licensing and regulation 
of private hospitals and asylums in the District of Columbia 
have been adopted by the District Commissioners. Viola- 
tion of any of the provisions by any person responsible 
therefor may be punished by a fine not to exceed $200 or by 
imprisonment. Consent of two of the owners and occu- 
Pants living within 100 feet of the establishment must be 
secured. The building must be suitable for the purpose. 
A bond of $5,000 must be filed. The license will limit the 
number of patients. Patients must be registered. Sanitary 
regulations require proper lighting and protection of patients 
from any violent patient. Patients suffering from con- 
tagious diseases will not be allowed; advertising that chil- 
dren will be adopted is prohibited; a medical board of licensed 
Physicians is required. 
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DOCK PROJECTS IN THREE CITIES 


New Engineer Commissioner at Washington Urges Im- 
provements—Recreation Piers on Chicago 
Wharves—Dock at Small City 


Washington, D. C.—After an inspection of the Washing- 
ton harbor front, made on the fireboat “Firefighter,” Major 
William V. Judson, Engineer Commissioner of the District, 
said that the present wharves must be discouraging to any 
steamboat line managers who contemplate running boats of 
any size to the city. What are needed for proper steam- 
boat terminal facilities, he added, are well-built wharves, 
equipped with machinery by which the cargoes can be un- 
loaded economically, and with sheds and other structures 
where the freight can be kept until it can be disposed of. 
If wharves were provided at which freight could be handled 
economically, he declared, there would be a big addition 
to the commercial activity of the harbor, and prices of many 
articles, which could be shipped in by boat, would be re- 
duced. Where there are poor wharves, he said, the cost of 
handling the freight at the dock is often larger than the 
cost of transporting it; and that means an increased price 
for the article. Major Judson said that there is room 
enough in the present harbor for the construction of large 
wharves that will accommodate big steamers, and that if 
such wharves are built and equipped with modern appliances 
a greatly increased water trade to Washington would prob- 
ably result. 

Recreation Pier Project ropuler 


Chicago, Ill—Alderman Milton J. Foreman, author of the 
Council resolutions indorsing the project of recreation piers, 
and chairman of the Committee on Local Transportation, 
declares that the plan of the Pugh Terminal Company for 
a three-deck pier is both feasible and practical. He said 
the idea for a third deck on the company’s passenger steam- 
ship pier north of the river was nothing less than an in- 
spiration. He expressed the opinion that the plan for the 
half-mile structure would not be approved by the city unless 
it included the feature for the health and pleasure of Chi- 
cago. Alderman Charles M. Foell, chairman of the Commit- 
tee on Harbors, Wharves and Bridges, to which Alderman 
Foreman’s resolutions were referred, declared that in the 
consideration of any proposition for the construction of an 
outer harbor the recreation feature would be considered 
fully as important as any other. These two expressions of 
opinion were taken to guarantee that no proposal for the 
building of purely commercial features would receive favor- 
able consideration at the hands of the City Council. 


St. Johns’ New City Dock 


St. Johns, Ore.—The St. Johns city dock. is_ practically 
complete and the citizens will dedicate it with a big dance 
to be given at an early date. The M. W. A. Band has do- 
nated its services and the proceeds will be used to help 
pay for the St. Johns float in the Rose Festival parade. 
This dock is expected to be of great benefit to St. John, 
as well as a source of revenue. It is 540 feet long, will hold 
600,000 bushels of grain and there will be 26 feet of water 
under the keel of loaded vessels at lowest water. It is also 
below all the bridges and ferries. The cost to the city is 
$60,000, covered by a bond issue bought up by the Penin- 
sula Bank, of St. Johns. ‘ 
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MUNICIPAL DOCK, ST. JOHNS, ORE. 
Courtesy of the Portland Evening Telegram. 














LEGAL NEWS 


A Summary and Notes of Recent Decisions—Rulings 
of Interest to Municipalities 


Defective Walk—Defective Notice 


Spear vs. City of Westbrook.—The plaintiff, having re- 
ceived a bodily injury through an alleged defect or want of 
repair in a certain sidewalk in the defendant city, season- 
ably gave to the Mayor and Aldermen of the defendant 
city the following written notice signed by her: “You are 
hereby notified that on Monday, the 5th day of August, 
1907, while walking along Seavey street in said city, on the 
sidewalk on the easterly side of the street, and myself 
being in the exercise of due care, I sustained an in- 
jury to my person by falling into a hole in the sidewalk 
nearly opposite the premises of Albion Senter, badly bruis- 
ing myself and sustaining other bodily injury of a serious 
nature. I hereby give notice that it is my intention to 
hold the city of Westbrook responsible for the injury I 
have sustained, in damages.” Held, that this notice fails 
to specify upon what part of the body the bruises were 
received, whether upon the head or back, the arms or legs, 
or to state in what manner and to what extent the bruises 
affected the plaintiff, and therefore fails to specify the 
nature of her injuries, and consequently is fatally defective. 
—Supreme Judicial Court of Maine, 72 A. R., 311. 


Defective Sidewalk—Notice 


Winship vs. City of Boston—Where the bricks had been 
taken out of a sidewalk for two days at a place where it 
was being repaired, leaving an open space into which plain- 
tiff fell, and a rope which had inclosed that part of the 
walk was removed shortly before the accident, the side- 
walk was unsafe and dangerous, so as to make the city 
liable for injuries therefrom, if it had actual or construc- 
tive notice of its condition—Supreme Judicial Court of 
Massachusetts. 


Defective Sidewalk—Instructions 


Scurlock vs. City of Boone.—An instruction, in an action 
against a city for injury to a pedestrian caused by a de- 
fective sidewalk, that a city is liable to one who, while 
exercising due care, is injured through a defect in a street, 
if it was known to the officers of the city, or could have 
been known by reasonable care for such reasonable tinte 
as would have enabled them to remedy the defect, was erro- 
neous in failing to state the measure of defendant’s duty 
respecting the maintenance of its sidewalks; a city be- 
ing only required to maintain them in a reasonably safe 
condition for public travel—Supreme Court of Iowa. 


Defective Sidewalk—Admission 


York vs. City of Everton—In an action against a city 
for injuries received on a defective sidewalk, instructions 
considered, and held proper. An admission made at a 
former trial “for the purposes of the suit” that defendant 
was a city of the fourth class was an admission of that 
fact throughout all the stages of the suit, and was binding 
on-defendant at a retrial in another jurisdiction.—St, Louis 
Court of Appeals, 116 S. W., 490. 


Defective Street—Proximate Cause of Injury 


McLemore vs. City of West End.—A city must keep its 
streets to their full width in reasonably safe repair. If a 
city negligently fails to repair its streets, it is liable for 
injuries caused thereby, if the injury would not have 
occurred but for the defect and the person injured is not 
negligent, even though the injury would probably not have 
happened, except for an intervening or concurring cause 
for which neither party is responsible, such as a horse 
becoming unmanageable from fright at an obstruction— 
Supreme Court of Alabama. 


Defective Crosswalk 


Graham vs. City of Rockford.—A city sustains the same 
relation to its crosswalks with reference to its liability for 
injuries resulting from defects as it does to its sidewalks 
and streets.—Supreme Court of Illinois. 
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Contracts Under Seal 


Peterson vs. City of New York.—Laws 1883, requiring 
Commissioner of Public Works to submit to the Aqueduct 
Commissioners and the Corporation Counsel forms of 
contracts for the work, and providing that the Aqueduct 
Commissioners shall have the exclusive authority to de- 
termine what provisions shall be embodied in the con- 
tracts, gives the Aqueduct Commissioners power to make 
a contract under seal, in the absence of a showing that 
such a contract is not advantageous to the city. A city 
asserting, in an action on a contract for public improve- 
ments, that its officers were without authority to make 
contracts under seal for work contemplated by a stat- 
ute has the burden of showing that sealed instruments are 
not the usual form of contracts by the city—Court of 
Appeals, New York, 87 N. E., 772. 


Paving Contract—Corruption of Councilman 


McMillan vs. City of Fond du Lac.—D., while a member 
of a City Council, was a stockholder and financial backer of 
the C. construction company. Resolutions having been 
passed for paving certain streets with brick, and certain 
other streets with asphalt, an asphalt paving company bid 
for the asphalt paving, and, one of the members of the 
construction company desiring to bid on the brick paving, 
and finding it- was unable to purchase brick under $27.50 
per thousand, D, went to the agent of the asphalt company 
and threatened to prevent the completion of its contract 
unless it agreed to furnish brick to the representative of the 
construction company at a material reduction. Pursuant 
to such threat, D. caused the resolution for the asphalt con- 
tract to be rescinded, whereupon the asphalt company 
agreed to furnish the brick for $20.50 per thousand. Imme- 
diately thereafter the rescinding resolution was rescinded, 
and the brick paving contract made and assigned to the 
construction company, whereupon D. resigned from the 
Council. Held, that the construction-company was guilty 
of misconduct, in violation of Statute 1898, prohibiting the 
corruption of a city officer, and the asphalt contract being 
executory, a taxpayer was entitled to enjoin its execution.— 
Supreme Court of Wisconsin. 


Unguarded Ditch in Street 


City Council of Montgomery et al vs. Bradley & Ed- 
wards.—A city violates its duty to keep its streets in safe 
condition when it permits an unguarded pit to remain in a 
street. Where the only physical circumstance  surround- 
ing the hole in the street into which plaintiff’s mule fell 
was the dirt taken from the excavation, and the evidence as 
to this was conflicting, a charge assuming that there were 
“circumstances surrounding the hole” was properly refused. 
A charge that defendant is not liable for leaving a hole in 
a street unguarded, if the circumstances surrounding it 
were such as to put a person exercising reasonable care 
upon notice of its existence, is erroneous, as failing to 
hypothesize any knowledge on the part of the plaintiff 
of the surrounding circumstances, and is properly refused. 
—Supreme Court of Alabama. 

Ditch—City’s Liability 

Smith vs. City of Gloucester.—A ditch on private land, 
into which water was dicharged through pipe laid from a 
catch-basin in a street, was not a main drain or com- 
mon sewer, for the maintenance of which the city would 
be liable, under Revised Laws of 1902, where no drain laid 
out, built or maintained by the city, and no drain or sewer 
pipe connecting with any land or buildings owned or con- 
trolled by the city, ever discharged into the ditch.—Su- 
preme Judicial Court of Massachusetts. 


City Ditch—Adverse Use 


Sturges vs. City of Meridian —Where a ditch had been 
dug for more than ten years, and continuously used since 
that time by a city to carry off water falling upon a cer- 
tain area of the city, the city obtained the right by pre- 
scription to maintain the ditch; but the right was limited 
by the character and extent of the right exercised during 
the period of prescription, and it could not thereafter en- 
large the ditch, either by actual excavation or by increas- 
ing the flow of water—Supreme Court of. Mississippi. 
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Eminent Domain—Pier Rights 


In re Mayor, etc., of City of New York.—The city of New 
York conveyed land under water reserving Forty-third 
street; the deed stipulating that the grantee should fill in 
such street and pave the same and lay sidewalks: thereon. 
Subsequently the city granted to the same grantee rights 
in an existing pier at the foot of Forty-third street. Held, 
that the grant of the pier rights did not confer a right 
of access over the lands under water owned by the city 
beyond the end of the pier, though so long as that land was 
not filled there might be a privilege of access by sufferance, 
and, while the successor to such grantee was entitled to 
damages for the appropriation by the city of its pier 
rights in the construction of a new pier 20 feet south of 
the southerly line of Forty-third street, it could not claim 
compensation for the appropriation of lands under water 
belonging to the city. A petition, in proceedings by a city 
to acquire land under water with all wharfage rights, in- 
corporeal hereditaments, easements, privileges or other ap- 
purtenances, does not authorize the acquisition of a right 
to maintain a pier and collect wharfage, which right is not 
appurtenant to the land sought to be taken—Court of Ap- 
peals of New York, 87 N. E. R., 750. 


Public Water Supplies—Regulation—Jurisdiction 


State ex rel. Ellis, Attorney-General, vs. Tampa Water 
Works Co.—The provision of the State Constitution that 
“the Legislature is invested with full power to pass laws 
for the correction of abuses and to prevent unjust dis- 
crimination and excessive charges by persons or corpora- 
tions engaged as common carriers in transporting persons 
and property, or performing other service of a public 
nature; and shall provide for enforcing such laws by ade- 
quate penalties or forfeitures,” is applicable to water works 
companies engaged in furnishing water to a city and its 
inhabitants. Where the statutes afford adequate proceed- 
ings for determining whether franchises have been abused 
and should be forfeited, the Supreme Court will not ordi- 
narily determine such question, where the initial right to 
use the franchise appears, and no good cause is shown for 
trying complicated issues of fact in the Supreme Court 
rather than in proceedings specially provided for in local 
courts with jury trials—Supreme Court of Florida. 


Playgrounds—Gift of Municipality 


Strock et al. vs. Mayor, Etc., of City of East Orange et al. 
—So much of Section 3 of Act May 7, 1907, “An act to pro- 
vide for the establishment of public playgrounds in cities 
of this State and for the. maintenance, control and man- 
agement thereof,’ as amended by Act April 7, 1908, as pur- 
ports to authorize permits for the use of playgrounds hav- 
ing at least five acres area for outdoor exhibitions, etc., 
upon such terms as the Board of Playground Commission- 
ers deems proper, including the permit to charge an ad- 
inission fee, is unconstitutional, both as establishing an illu- 
sory classification, and as authorizing the gift of municipal 
property in aid of individuals or associations.—Supreme 
Court of New Jersey. 


Injury in Park Road 


Jones vs. City of Boston.—A road laid out by park com- 
missioners partly across private land is not a “way opened 
and dedicated to public use,” within Revised Laws making 
cities, etc., liable for injury caused by defects in such ways, 
though such road is of such appearance as to lead an 
ordinary observant traveler to suppose that it was a pub- 
lic highway, and not a parkway. Revised Laws making cities 
and towns liable for injury caused by defects in ways 
opened and dedicated to public use, etc., was intended 
to restrict, and not to enlarge, the liability of cities and 
iowns.—Supreme Judicial Court of Massachusetts. 


Majority of Legal Voters Defined 


Nugent vs. Mayor, Etc., of City of Newark et al.—Sec- 
tion 185 of “An act to regulate elections” furnishes a legis- 
‘ative definition of what shall be deemed to be a majority 

f the legal voters voting at an election with respect to any 
\roposition submitted at such election. Hence such defi- 
nition will be applied to subsequent legislation, unless such 
subsequent legislation excludes it, either expressly or by 
necessary implication—Supreme Court of New Jersey. 
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Obstruction in Alley—City Contract 


Mehan vs. City of St. Louis et al—A complaint against 
a city and a construction company for injuries caused by 
falling over loose boards with projecting nails, which 
charges that the city had charge of the alley; that the 
alley was within the city limits, and was largely traveled 
by day and night; that the construction company, under 
authority of the city, placed the obstruction in the alley; 
that plaintiff, while passing along the alley in the night- 
time while it was not lighted, stumbled and fell over the 
obstruction and was injured—states a good cause of action 
for negligence at common law. Where a city grants per- 
mission for an act to be done in the streets, the law 
charges it with notice of every thing which is done pur- 
suant to that permission; and hence, in an action for in- 
juries by falling over boards with projecting nails, placed 
in a public alley by permission of the city, that the city 
had notice of the obstruction need not be alleged —Supreme 
Court of Missouri, 116 S. W..,. 513. 


Water Works—Indebtedness 


State ex rel. City of Carthage vs. Gordon, State Auditor. 
—Under the Constitution, requiring a city incurring indebt- 
edness for water works, etc., to provide for the collec- 
tion of an annual tax sufficient to pay the interest thereon, 
and also to constitute a sinking fund for the payment of 
the principal thereof within twenty years, that a city pro- 
vided for a levy to pay the “semi-annual” interest on water 
works bonds, and the “semi-annual” portion of the sinking 
fund, instead of providing for a levy sufficient to pay the 
annual interest on the bonds and proportionate part of 
the sinking fund, did not vitiate the bonds, since such levy 
may be made at any time. The limitation of municipal in- 
debtedness prescribed by the Constitution is not exceeded 
by water works bonds in éxcess of 5 per cent of the as- 
sessed valuation of the city’s taxable property, where the 
amount of the bonds, together with present indebtedness 
of the city, does not exceed the limit of 10 per cent of such 
valuation.—Supreme Court of Missouri, 116 S. Rep., 1,099. 


Ordinance to Protect Beach 


C. Beck Co. vs. City of Milwaukee—Where a city has 
the power under its charter to protect its harbor, defined 
so as to include the lake frontage to a distance of one 
mile from the shore, an ordinance prohibiting the removal 
of material from the beach, or from the water within 300 
feet of high-water mark along the shore of a navigable 
lake, is valid, on it appearing that the removal of material 
from the beach is injurious—Supreme Court of Wisconsin. 


Ordinance—Mayor’s Veto 


Quinn vs. Sea Isle City et al—Where an act required 
a vote of two-thirds of all the members of Common Coun- 
cil to pass an ordinance over the Mayor’s veto, held that, 
where the Council consisted of seven members, a vote of 
four, one member being absent, one voting to sustain the 
veto, and a third refraining to vote because interested in the 
ordinance, was not effective to override the veto.—Supreme 
Court of New Jersey. 


Injuries from Snow—Human Agency 


Hitchcock vs. City of Boston.—Revised laws of 1902, re- 
lieving cities and towns from liability for injuries caused ° 
solely by snow or ice on public ways, applies to every case 
where the dangerous condition is caused entirely by snow 
or ice, though put into dangerous form by human agency, 
such as piles of snow representing an Eskimo house and 
fort, strongly built and coated with ice, with which plain- 
tiff's team came in collision—Supreme Judicial Court of 
Massachusetts. 


Public Improvements—Damages 


City of Rome vs. Rome Hotel Co.—Under Section 8 of 
the Act approved August 22, 1907, amendatory of the sev- 
eral Acts incorporating the city of Rome, before that mu- 
nicipality and the Board of Public Works shall proceed 
with the construction and improvement of the streets pur- 
suant to the plan outlined and authorized by the Act, dam- 
ages accruing to abutting property owners must be as- 
sessed and paid from the funds in the hands of the Board 
of Public Works.—Supreme Court of Georgia. 
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NEWS OF THE SOCIETIES 


Washington Society of Engineers.— 
At the regular meeting, April 20, the 
New York State barge canal was the 
subject of a lecture by Col. T. W. 
Symons, Corps of Engineers, U. S. A. 
Col. Symons based his remarks on of- 
ficial investigations carried on for the 
Government and in the employ of the 
State of New York. He gave an ac- 
count of the growth of the New York 
State canals and also a technical de- 
scription of the different methods em- 
ployed in constructing them. At the 
meeting April 6 Chief Engineer Arthur 
P. Davis, of the United States Recla- 
mation Service, spoke on the Panama 
canal. Mr. Davis expressed himself as 
highly in favor of the great Gatun dam. 
He said that the first yard of concrete 
for this project was laid March 17. 
He told of the early efforts of the 
French engineers and showed wherein 
the work is developing rapidly under 
the American Government. The Gov- 
ernment’s efforts toward sanitation in 
the Canal Zone were described. 

Illinois Society of Municipal Con- 
tractors.—At a recent meeting of the 
executive committee it was decided to 
hold their next annual convention in 
the city of Chicago during the third 
annual cement show. The Chicago ce- 
ment show is rapidly making its im- 
portance felt throughout the country 
and this is an indication of the attrac- 
tion it has become for organizations of 
engineers, contractors and_ technical 
bodies. Several other organizations may 
also hold their next annual meeting in 
Chicago simultaneously with the show. 

American Water Works Association. 
—Mr. Wm. H. Bryan, Union Trust 
Building, St. Louis, secretary of the 
depreciation committee of the Associa- 
tion, has sent out a circular to all in- 
terested in the subject, stating that the 
committee desires to collect authentic 
information regarding the actual life 
of the constituent parts of a water 
works. Special cards have been ar- 
ranged for giving the notes in the most 
useful manner, and a supply of them 
may be obtained from Mr. Bryan. All 
records of cases where portions of 
water works have been displaced or 
have outlived their usefulness on ac- 
count of being worn out, being too 
small, inefficient, weak, antiquated or 
broken, are of interest to the com- 
mittee. The question of depreciation 
is of growing importance in view of 
the constantly recurring cases of ap- 
praisal for purposes of sale, bond 
issues, taxation and the fixing of fair 
rates. It should be remembered that 
while the assumption of long life justi- 
fies the use of a low percentage of de- 
preciation, and thus raises the value of 
the physical plant, the same percentage 
lowers the annual fixed charges, and 
thus cuts down the gross expense of 
operation which must be met by rates, 
thereby tending to reduce the latter. 
The committee is not interested in any 
particular application of the results, but 
is anxious to secure as wide a range 
of facts as possible, in order that fair 
conclusions may be drawn both as to 
average life and the range between ex- 
tremes. Information is desired on all 
of the following parts: Air pumps, boil- 
ers, buildings, chimneys, condensers, 
masonry and iron conduits, earth and 
masonry dams, filters, foundations, 
heaters, hydrants, meters, penstocks, 
pipe, pumping engines, pumps, rams, 





reservoirs, services, standpipes, stokers, 
tanks, 


valves, water wheels and wells. 
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Utah Society of Engineers.—Thirty 
members of the society enjoyed their 
third annual banquet at the Commer- 
cial Club, at Salt Lake City, on the 
evening of April a Following the 
menu President J. t. Merrill made a 
few appropriate AOD of introduc- 
tion and then placed the evening’s pro- 
gram in the capable hands of Toast- 
master R. Lyman. Mr. Lyman 
spoke briefly, paying a glowing tribute 
to the engineers and their work. He 
said that he really believed that the 
engineers accomplished more toward 
the actual progress of the country than 
any other society. He then introduced 
A. F. Doremus, who read a highly en- 
tertaining story on “A Record Run.” 
The next number of the evening was, 
a talk on the “Block System of the 

Union Pacific Railway,” by William 

Ashton, chief engineer of the Oregon 

Short Line. “The Mission of the In- 

terurban Railway” was discussed by 

Sidney M. Bamberger. A, F. Parker, 

city engineer at Ogden, spoke on “The 

Civil Engineer as a Trail Blazer.” 

George O. Chaney, assistant in the city 

engineer’s department, read a paper 

on “The Gravity Sewer of Salt Lake 

City,” giving many important and in- 

teresting facts and figures about the 

outlet canal. One thing he mentioned 

was that the velocity of this sewer is 

three and six-tenths feet per second, 

and its length is about seven and eight- 

tenths miles. The nominating commit- 

tee announced the following officers of 

the society for the ensuing year: Pres- 

ident, Joseph F. Merrill, director State 

School of Mines; vice- -president, Will- 

iam Ashton, chief engineer Oregon 

Short Line; second vice-president, 

Louis C. Kelsey, city engineer; secre- 

tary, D. McNicol, manager Postal Tele- 

graph and Cable Company; treasurer, 

John C. Hornung, resident engineer. 

One lay member is to be selected by 

the officers. The entertainment com- 

mittee, in charge of the banquet, was 

composed of M. D. Gross, R. R. Ly- 

man and C. P. Overfield. Secretary D. 

McNicol also assisted materially in 

making the affair the pronounced suc- 

cess it was. 


American 
1909 meeting 
be held 
15-19. 


National Municipal League.—The 
annual meeting for 1909 will be held at 
Cincinnati, O., November 15 to 109. 
The following organizations are affili- 
ated with the League: 

Astoria (Oregon) Chamber of Commerce, 
Boston Chamber of Commerce, Brooklyn 
League, Buffalo Chamber of Commerce, 
Butte (Montana) Business Men’s Associa- 
tion, Canadian Manufacturers’ Association, 
Cleveland Chamber of Commerce, Cincin- 
nati .Taxpayers’ Association, Cincinnati 
Business Men’s Club, Dallas Commercial 
Club, Dayton Board of Trade, Duluth Com- 
mercial Club, Fresno (Cal.) Chamber of 
Commerce, Jacksonville (Fla.) Board of 
Trade, Jersey em f Board of Trade, Indian- 
apolis Commercial Club, Indianapolis Board 
of Trade, Key West Chamber of Commerce, 
Little Rock (Ark.) Board of Trade, Los 
Angeles Chamber of Commerce, Louisville 
Commercial Club, Louisville Board of Trade, 
Massillon (O.) Board of Trade, Minneap- 
olis Commercial Club, New Albany (ind.) 
Commercial Club, Newton (Kan.) Commer- 
cial Club, North ‘Tonawanda (N. Y.) Board 
of Trade, Oakland (Cal.) Board of Trade, 
Pasadena Board of Trade, Passaic (N. J.) 
Board of Trade, Pittsburg Chamber of 
Commerce, Portland (Ore.) Board of Trade, 
Reading Board of Trade, Saginaw Board of 
Trade, San Francisco Merchants Associa- 
tion, Scranton Board of Trade, Seattle 
Chamber of Commerce, Spokane Chamber 
of Commerce, Syracuse Chamber of Com- 
merce, St. Paul Commercial Club, Wash- 
ington Board of Trade, Wilmington Board 
of Trade, West Superior Chamber of Com- 
merce. 


Civic Association.—The 
of the Association will 
in Cincinnati, O., November 
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Appalachian Engineering Associa- 
tion—The Association will meet in 
Roanoke, Va., May 8. The following 
papers will be read: “Lead and Zinc 
Ores in Wythe and Pulaski Counties,” 
M. M. Caldwell of Roanoke; 
“Organization and Engineering Diffi- 
culties of the Virginian Railway,” by 
Major William N. Page of Washing- 
ton, D. C.; “The Virgilina Copper Dis- 
trict,” by Dr. Thomas L. Watson, 
State Geologist of Virginia; “A Geo- 
logic Engineering Code of Ethics,” by 
Capt. Baird Halberstadt of Pottsville, 
Pa.; “Properties and Uses of Mineral 
Gypsum,” by Dr. Frank A. Wilder of 
North Holston, Va. At a banquet in 
the evening tendered by the Chamber 
of Commerce of Roanoke, President 
L. E. Johnson of the Norfolk & West- 
ern Railway and others will speak. 

National Conference on City Plan- 
ning.—President Taft and the British 
Ambassador, Mr. Bryce, will be the 
principal speakers at the national confer- 
ence oncity planning, at Masonic Tem- 
ple, Washington, D. C., May 21. This 
announcement was made at a meeting of 
the committee representing the Cham- 
ber of Commerce, Board of Trade, Fed- 
eration of Laymen, Y. M. C. A., Asso- 
ciated Charities and Washington Chap- 
ter, American Institute of Architects, 
in connection with the conference held 
in the rooms of the Chamber of Com- 
merce. Preliminary details for a din- 
ner in honor of the national delegates 
to the conference were also arranged. 
It is proposed to have the banquet the 
evening of May 22. Allen D. Albert, 
Jr., who presided, stated the purposes 
of the meeting, and the matter of space 
for the exhibits was discussed. Lec- 
tures by Glenn Brown and Benjamin 
C. Marsh, secretary of the Society for 
the Prevention of Congestion of Pop- 
ulation in New York, illustrated with 
stereopticon slides, will be given dur- 
ing the course of the conference. Mr. 
Marsh has a large collection of views 
of national and international interest. 
The committee has been organized and 
has arranged for the appointment of 
sub-committees. Reports and sugges- 
sions were also received. A _ national 
call has been sent out from New York, 
and it is expected that the conference 
will be attended by a representative 
body of men who are engaged in the 
work of civic betterment. A sub-com- 
mittee has been authorized to arrange 
for a place to hold the exhibits. The 
locations that have been discussed are 
the National Museum, Masonic Temple, 
the Chamber of Commerce, Convention 
Hall and a department store. The 
names of Commissioner Judson, Gen. 
Sternberg, Joseph Strasburger and 
Washington Topham were added to the 
committee. The sub-committees ap- 
proved are composed as follows: Dis- 
play of exhibits—A. P. Clark, Jr., chair- 
man; Glenn Brown, Dr. George Ko- 
ber, Frank Upman, Walter S. Ufford, 
Benjamin Marsh. Dinner—D. J. Cal- 
lahan, chairman; Thomas Grant, A. 
Lisner, Ac. Moses, M. J. Jones, Jo- 
seph Strasburger. Meetings—A. L. Sin- 
clair, chairman; Benjamin C. Marsh, 
William H. Baldwin, Surgeon-Genera! 
Walter Wyman, Miss Boardman, John 
B. Sleman. Invitations—Miles M. 
Shand, D. J. Callahan, Thomas Grant, 
Gen. Sternberg, Washington Topham. 
Guides—C. H. Rudolph, M. J. Jones, W. 
S. Knox. Publicity—Ira Bennett, T. C. 
Noyes, Scott C. Bone, Mrs. Justina Hill, 
John L. Weaver. Finance—C. J. Bell. 
chairman; John Joy Edson; William H. 
Gude, James F. Oyster and J. H 
Small, Jr. 








April 28, 1909. 


American Society of Civil Engineers. 
—The forty-first annual convention 
will be held at the Mount Washington 
Hotel, Bretton Woods, N. H., July 
6 to 9, according to a circular sent out 
by Charles Warren Hunt, secretary. 
There will be an informal reception 
during the evening of Monday, July 5, 
to enable all in attendance to become 
acquainted with each other. The first 
meeting will be held at 10 a. m., Tues- 
day, July 6, at which the president, 
Onward Bates, will deliver the annual 
address. The business meeting will be 
held at 10 a. m., Wednesday, July 7. 
In addition to these meetings time will 
be set apart by the committee for two 
additional meetings for the discussion 
of topics of professional interest. In- 
stead of making the attempt to select 
topics which will be of interest for 
such meetings, it has been decided to 
leave their suggestion to the member- 
ship. Any topic which members desire 
to have taken up will be placed on the 
program and discussion of it invited. 
It is hoped that those who suggest a 
subject will be prepared to present it 
to the meeting and will also suggest 
the names of others who will probably 
be sufficiently interested to participate 
in the discussion. All subjects for dis- 
cussion suggested before May 20, 1909, 
will be noted in a subsequent circular 
to be issued about June 1. Excursions 
and entertainments are in the hands of 
the local committee and the program 
will be given more fully later. In view 
of the fact that the accommodations 
available are not likely to exceed those 
needed for the membership and their 
families, a resolution has been adopted 
by the Board of Direction: “That mem- 
bers be informed that it is desirable that 
only those of their immediate families 
should be included in the attendance at 
the annual convention.” The secretary 
was also instructed not to enter on the 
list of those in attendance any one 
who is not a member oi the immediate 
family of a member of the society. 

New Jersey State Fire Chiefs.—Rep- 
resentatives of the Fire Departments 
of twenty-six municipalities of the 
State met at Newark, April 21, at the 
semi-annual session of the New Jersey 
State Fire Chiefs’ Association in the 
rooms of the Fire Board at the City 
Hall. Chief Charles Allen, of Trenton, 


presided. Matters relating to fire 
fighting were discussed at length, and 
views on the subjects were exchanged. 


One new member, Robert A. Hirner, 
Chief of the Woodbridge Department, 
was elected. The report of the treas- 


urer showed a balance on hand of 
$85.41, expenditures during the six 
months, beginning last September at 


the annual meeting, having amounted 
to $29. Consideration was given to the 
subject of automobile fire engines im- 
pelled by gasoline. Chiefs who wit- 
nessed recent demonstrations through- 
out the State of this type of engine ad- 
vanced the theory that it had come to 
stay and that it was particularly use- 
ful in rural districts, where the fire ap- 
paratus was limited. It required, it 
was said, a smaller number of men to 
Operate it and developed large force. 
Chief Doane, of Plainfield, who has 
been trying to interest the authorities 
oi that city in a plan to have stop- 
cocks placed on gas pipes outside build- 
ings, so that the flow may be shut off 
in cases of fire, went into the matter 
at length. A resolution recommending 
the installation: of such devices was 
drawn up. Following the business ses- 
sion, the members were entertained at 
luncheon at the Hotel Broad by Chief 
Astley, of the Newark department. 
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Exhibition of City Planning.—The 
needs of New York from various points 
of view will be discussed and empha- 
sized at the exhibition on “city plan- 
ning,” to be held in the Twenty-second 
Regiment Armory, Broadway and 
Sixty-eighth street, from May 3 to 16. 
The exhibition will be conducted 
jointly by the Municipal Art Society 
and the Committee on Congestion of 
Population in New York, the purpose 
being to arouse the public to the need 
of a definite plan for improvements 
along economic lines. President Mc- 
Gowan, of the Board of Aldermen, will 
open the exhibition and for two weeks, 
in addition to the display of municipal 
art and architecture, experts on va- 
rious municipal questions will speak. 
There will be a daily forum and the 
exhibition will be of real educational 
value. The Art Commission wants a 
permanent commission established to 
lay out a definite scheme for New 
York’s future growth. The Committee 
on Congestion wants the tenements 
modified so as to wipe out the foul- 
smelling places where disease is fos- 
tered by bad sanitation. The city has 
taken an active interest in the exhi- 
bition and all departments will have 
space for the display of pictures, dia- 
grams and designs in the 35,000 square 
feet of the armory. The Department of 
Water Supply, Gas and Electricity will 
show the development in the lighting 
system of the city during the past cen- 
tury and earlier, when the city’s lamps 
contained whale oil and when the main 
street was as dark as the Bronx woods 
to-day. Contrasted with these lights 
will be the latest style tungsten lamp 
at present used on the principal thor- 
oughfares. The Board of Estimate has 
appropriated $1,000 for this exhibition. 
The Edison Company will bring the 
development in municipal lighting up 
to the minute by a display of photo- 
graphs and other exhibits of “The 
Great White Way.” They will invite 
some well-known chorus girls to make 
the scene look genuine. The Board of 
Education will show the evolution from 
the “little red brick school house” to 
the modern structure which accommo- 
dates 3,000 students. The red brick 
school had one classroom with seats 
for half a hundred pupils. The latest 
design of school will be shown. The 
Park Department, Health Department, 
Bridge Department and all other sub- 
divisions of municipal government will 
be represented at the exhibition, and 
heads of departments will be invited to 
speak. 

The program for the first week of 
the forum is as follows: 


May 3.—Opening Day; President McGow- 
an. All city officials are expected to be 
present. 

May 4.—Ladies’ Day: Women’s organi- 

zations invited. Mrs. Story, of the D. A. 
R., will speak. 
_May 5.—Economic Day _ (afternoon): 
Speakers: J. Horace McFarland, president 
American Civic Association, and John No- 
len, landscape architect, of Cambridge, 
Mass. Evening: Calvin Tompkins, on 
transit conditions, and Edward A. Filene, 
philanthropist, of Boston. 


May 6.—Evening: Former’ President 
Charles W. Eliot, of Harvard. 
May 7.—Evening: Borough President 


Cromwell,. of Richmond, and Robert Van 
Iderstein, of Brooklyn. 


May 8.—Evening: Archbishop John N. 
Farley, Rev. Percy S. Grant and Rabbi 
Stephen S. Wise, on how the churches can 
co-operate in municipal betterment. 


May 9.—Sunday: Discussion by 
leaders. 

Taxpayers’ Association of Paterson, 
N. J.—At the quarterly meeting of the 
association Mayor Andrew McBride 
read a paper on “Municipal Facts,” 


labor 


ex- 
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plained the financial status of Pater- 
son and compared it with that of other 
cities in New Jersey, the figures being 
taken from the bulletins of the U 


Census and from other sources. The 
association voted to have the address 
published for distribution. 

Museum of Safety and Sanitation.— 
The society announces the election of 
the following officers: Acting presi- 
dent, Philip T. Dodge; vice-presidents, 
Charles Kirchoff, T. C. Martin, Prof. 
F. R. Hutton and R. W. Gilder; treas- 
urer, Robert A. Franks; plan and scope 
committee, Prof, F. R. Hutton, Will- 
iam J. Moran, Dr. Thomas Darling- 
ton, H. D. Whitfield and P. T. Dodge; 
director, William H. Tolman. The of- 
fice of the society is at 29 West Thirty- 
ninth street, New York. 


Calendar of Meetings 


May 

, Society of Engineers.—Regular 
et. 1735 Monadnock Block, Chicago, 
Ill.—J. H. Warder, Secretary. 

May 5. 

American Society of Civil Engineers.— 
Regular meeting at Society House, 220 
West Fifty-seventh street, New York.— 
Charles Warren Hunt, Secretary. 

May 11-14. 

Playground Association of America.— 
Third annual congress, Pittsburg, Pa.— 
Henry S. Curtis, 705 Ouray uilding, 
Washington, D. Cc. 

May 16-19. 

City Marshals and Chiefs of Police of 
Texas.—Annual convention, Galveston.— 
Chief J. H. Maddox, Fort Worth, Chair- 
man Executive Committee. 

May 20-22. 

Southwestern Electrical and Gas Asso- 
ciation.—Annual meeting, Dallas, Tex.— 
R. B. Stichter, President, Dallas, Tex. 

June 1-4. 

National Electric Light Assoclation.— 
Thirty-second convention, Atlantic City, 
N. J.—John F. Gilchrist, Engineering So- 
cieties Building, 29 West 39th street, New 
York, N. Y., Secretary. 

June 8-12. 

American Water Works Association.— 
Twenty-ninth annual convention, Mil- 
waukee, Wis.—J. M. Diven, Secretary, 14 
George St., Charleston, S. C. 

June 15-19. 

International Association of Police 
Chiefs.—Annual convention, Buffalo, N. Y. 
Maj. Richard Sylvester, President, Wash- 
ington, D. C. 

June 28. 

American Institute of Electrical Engl- 
neers.—Annual convention, Hotel — e- 
nac, Thousand Islands, Frontenac, N. Y. 
—R. W. Pope, Secretary, 33 West 39th 
street, New York, N. Y. 

July 6-9. 

American Society of Civil Engineers.— 
Annual convention, Mount Washington 
Hotel, Bretton Woods, N. H.—Charles 
Warren Hunt, — 220 West 57th 
street, New York, N. 

August 25-27. 

League of American Municipalities.— 
Thirteenth annual convention, ontreal, 
P. Q., Canada.—John MacVicar, Secre- 

tary, Des Moines, Ia. 


November 9-11. 


American Society of Municipal Im- 
provements.—Annual convention, Little 
Rock, Ark.—A. Prescott Folwell, Secre- 


tary, 241 W. 39th St., 
May 6-8. 

American Electrochemical Soclety.—An- 
nual meeting, Nia ooare. Falls, Canada.— 
Jos. W. Richards, Secretary, Lehigh Uni- 
versity, South Bethlehem, Pa. 

May 25-27. 

National Fire Protection Association.— 
Annual meeting, New York, N. Y.—W. H. 
Merrill, Secretary, 382 Ohio street, Chi- 
cago, Til 

June 24-25. 

American Institute of Chemical Engl- 
neers.—Semi-annual meeting, New York, 
N. Y.—J. C. Olsen, Secretary, Polytechnic 
Bureau, Brooklyn, N. Y. 

June 29-July 3. 

‘Asmtetaaa Society for Testin ng se” ae 
—Annual meeting, Atlantic City, N. J.— 
Edgar Marbury, Secretary, University of 
Pennsylvania, Philadelphia, Pa. 

August 17-20. 

International Association of Fire Engl- 
neers.—Annual convention, Grand Rapids, 
sg -—James McFall, Secretary, Roanoke, 

a 


New York, N. Y. 
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THE WEEK’S CONTRACT NEWS 








Relating to Municipal and Public Work—Street Improvements—Paving, Road Making, Cleaning and Sprinkling—Sewerage, 
Water Supply and Public Lighting—Fire Equipment and Supplies—Bridges and Street Railways—Sanitation, 
Garbage and Waste Disposal—Police, Parks and Miscellaneous—Proposals and Awards 





To be of value this matter must be printed in the number immediately following its receipt, which makes it impossible for us to 


verify it all. 


Our sources of information are believed to be reliable, but we can not guarantee the correctness of all items. Parties in 


charge of proposed work are requested to send us information concerning it as early as possible; also corrections of any errors discovered. 


BIDS ASKED FOR 

















STATE City | RECEIVED UNTIL NATURE oP WorK | AvprEss INQUIRIES TO 
STREET IMPROVEMENTS 
OEE PO age, ae ire ce OC Se re ee = Constructing 2 alesiof gTaVelTOH 5 )). 6 oc.58a.08 cc elds soos 2 Com’r of Elkland Twp. 
Mis oss: . Chillicothe...... Apr; 29> noon: :.....s ldg. cement sidewalks and curbs, sub-drainage, etc........... John Walsh, Clk. Bd. Pub. Service. 
New York..... Neg: SOCK... 65 Ror, 29; 3° Dim. «66's Setting new curb in parks; also furn. 3,000 cu. yds. of mold.... : Smith, Pres. Park Bd. 
New York..... Geneva......... fe | neater Paving Washington St. 30 ft. instead of 24 ft., as unger bids.. Board of Public Works. 
Maryland...... Takoma Park... Apr. 29, 8 p.m...... Laying 800 sq. yds. cement sidewalks. . oe . W.G. Platt, Mayor. 
New Jersey.... Hackettstown... Apr. 29,2 p.m....... Macadamizing public road, 45,341 ft. long, 2 twps. Leer ee ee _R. Thatcher, Dir, Bd. Freeholders. 
OS 6 i ais'0 305 5 Youngstown..... Apr. 30, noon....... Improving Andrews ave.; repaving 3 other streets............. ie McMillin, Clk. Bd. Pub. Serv. 
NEMS i a sien a Cincinnati....... St 50 MeOn. . .s.-i-6 Improving Polk Run road; spec. 841; $1,000 check............. Stanley Struble, Pres. Co. Comrs. 
EE gt.) A ae De dai) | aera Constructing seven gravel RNMIRCIS 5 5 sro s oibar 4p sia ew alelle se -dinial eudieye wes Benton County Commissioners. 
amnCUCIY. c's MORON sc 5 ho Ae Se oat sos + aia Constructing 2 miles of paved Streets... 3... 2. o.oo as ioe ose seve D. Johnson, care City Clerk. 
Indiana........ Vincennes....... MN 8 8 orien. 9 4:8 Constructing sidewalk and curbing on Buntin st.; cost, $7,000... C. L. V. Tucker, City Clerk. 
Tennessee...... Knoxville....... BOS Gio osc a ot Paving Cumberland st., etc., Dist. No. 59..........ccccccccsee — LS Mur hy, Chm. St. Com. 
California...... Santa Barbara... Apr. 30,10 a.m..... Constructing 6.16 miles of road oe eEe, Wee tie Sle ca Ee iat note Rane Hunt, Clk. Co. Supervisors. 
ae Waterloo... .. Apr. 30, 7:30 p.m.... Paving, curbing and guttering several streets................. R C: Thompson, City Clerk. 
Utah. . Salt Lake City. Apr. ~ BPM ....655 Grading, curbing, paving, Extens. 30, 44, 46; sidewalks, No.128. L.C. Kelsey, City Engineer. 
Virginia....... Hanover. . 5 MMR tC erate a: oy owe Constructing 6 miles of gravel road for HanoverCo............ Clk. Bd, County Supervisors. 
TO WIOE « :6:0:0 oS aa May 7 a Pe Furn. traction engine and macadam traction cars, f.o.b. steamer J. i Moragne, Engr. Kauai County. 
Wisconsin...... BOONE Vs vic< 5350 By, dy ARAN... :.'5 MeO BUMIES BUCO CUS ©, 515:0.5 9's, cso hieice ei ein 'eoo pis <'si0i 6 Sie 0 Sw claw oe H. Connolly, Chm. Bd. Pub. Wks. 
Minnesota...... Pequaetae..... May 1,.10a.m....<; MPAs OMS MMSEOR GL cio eivis v's 9s gccweus cele eierwiess ine slatert vine ae i im Gildersleeve, ‘Town Clerk. 
Pennsylvania... Connelisville..... May 1, noon....... Repaving Fittebutp street with brick... 5... 6 seas elle eos Clair Stillwagon, Pres. of Council. 
Oregon... .. ip = er OS ale (SOR Seareemnerate PEDO VANE 400 8 SNES OL COR or mre jks eo ere teers eco 50 sts oud og Saal Z. M. Derrick, County Surveyor. 
(RES Spare ire Decatur........ may: 2 2pm... .... Grading grounds at Pythian House; 23,000 cu. yds............ A. B. Alexander, City Engineer. 
| ae Re tore he May > 152o.m....... EC ys ON AE BRAS GU dors s Ora ennmen sr esea nee W. G. Herbst, Clk. Bd. Twp. Trus. 
South Delers. Aberdeen....... TN oes ia eee Constructing sidewalks on various streets............ eleerrishys F. W. Raymond, City Auditor. 
Kansas. , tehison........ OT ee ee Brick paving, 1,840 sq. yds.; cement curbing, 1,100 lin. ft....... Fred. Giddings,:City Engineer. 
Minnesota. ety Se May - 3:40 am: ... Preyer) ft Give em Mor a aon it Na men mone rescore w. G. Krahmer, County Auditor. 
Tadiags.....:..- DSMville..... 655 May 3,10a.m . Constructing James Tod road, 12,144 ft. long, Centertwp....... Wm. H. Nichols, County Auditor. 
Minnesota...... Minneapolis..... May 3, 1lam..... BGG VOTERS MCOTIUPROIS 2, OMIT Be oo oo oiccécsce 05d 6 co ww 0b args wore ugh A. Scott, County Auditor. 
Tndians......i. Vermen...:..:.. May: 3,1lem . Bldg. 1 1-2 miles pike road Lovell and 1 1-2 miles Geneva twp... T. a Thomas, County Auditor. 
CMS. 5's ec a3 Cherndon: ..:.0.. aay Siem... Grading, draining, etc., Big Hill on Claridon st. in village....... W. W. Hollis, County Auditor. 
EDT oss ost eer eS May 3, noon....... Material and labor for paving 7 sts. and aves. with brick........ W. L. Heiser, Clk. Bd. Pub. Service. 
Indiana. . . Valparaiso...... May 3,moon....... Constructing 7 miles gravel road, Pine twp.; cost, $38,100...... ye P. Corboy, County Auditor. 
NNR yy ad 06 ie Norwood........ may 5, HOGn.....i+ Grading, macadamizing, draining several Rese OME Le a oes H. D. Armstrong, Clk. Bd. Pub. Serv. 
Indiana.. : qnepes., spss Ay: 5) 2n.. . Bldg. 7 miles 4,567 ft. rock road in Harbison twp.............. M. A. Sweeney, County Auditor. 
Indiana........ franklin... ..... May, 3; 1250 P.M... CONE MCI 2 PTAVEL IDRIS. oo anes a neers vio te ve ws es Wm. B. Jennings, County Auditor. 
New York..... New York...... May 3,2 p.m...... Wood, asphalt and granite block sheet asphalt paving, etc...... John F. Ahearn, Pres. Boro. Manh. 
Indiana........ Hartford City... May 3,2 p.m...... Constructing 5,552 ft. macadam road in Washington twp....... L. W. Daugherty, County Auditor. 
Wisconsin...... Burlington...... May 23s 26 pn... 66 Brick paving 16,820 sq. yds.; cement arch, 3,460 ft.........:. P. J. Hurtgen, Com’r Bd. Pub. Wks. 
yon ree oo: reer _ ON SA ear Material and labor for grading and surfacing RCN IA Bd. Comrs., Hillsborough Co. 
Pennsylvania... Kingston....... May 3,5 p.m...... Paving 15,000 sq. yds.; Wainwright concrete curb, 10,000 ft.... W.J. Williams, Boro. Sec’y. 
Kansas........ Lawrence....... May 3,5 p.m.. . Brick paving on concrete, 25,726 sq. yds.; excav., 6,650 cu. yds.; 
Hmestone curb, 5,500 iin. £6. > ve Street) ois ois sss ccc elec eee F. D. Brooks, City Clerk. 
North Dakota.. Grand Forks.... May 3,5 p.m..... Constructing cement and s, brick sidewalks during year....... Alexander, ay Auditor. 
MMORB: |. 5.<s-0-010 RUNNIN os. a6 65 ip May 3,5 pim......- Vit. brick paving and curbing Walnut st.................0005 Harry Tles, City Clerk 
¢ <r SS re ee May 3,5 0.M...... ASCP UNREC Laie A IN eGR fo oie) s olenet ciclo h orers dims wise v1 eaveow ours wre . H. Stewart, Village Clerk. 
North Dakota... Wahpeton...... Moy. 2; 6.0:M. . «0% Constructing cement curbs, walks and crossings............... Wm. R. Purdon, City Auditor. 
North Dakota.. Valley City...... May 3,8p.m...... Constructing sidewalks and curbs for year...................4. brent Beal, City Auditor. 
Indiana.....++. OS RS aS Een a . Bldg. Simpson Hall road, Orleans twp., 5,372 ft. long.......... Alvin B. Ham, County Auditor. 
Virginia....... Accomac,......- ON al: SA Beene Widening to 30 ft. and raising 1,000 ft. road 2 1-2 _ above level Wm. L. Nock, Chm. Bd. Supervisors. 
Indiana........ Terre Haute..... May 3, 11 a.m . Grading, draining, graveling, 2 i-8 miles road...... ae Nathan G. Wallace, Co. Auditor. 
Oklahoma...... Muskogee....... eS ae ee Paving 1n new streets; 13 resolutions...............0.eceee08 L. B. Kinsey, City Engineer. 
Indiana....... .Versailles....... May °4abon:. ...3.. Bldg.4 miles 4,490 fi. macadamized road Laughery twp., $11,790; 
10,696 macadamized road Otter Creek 3) iy ” - ke Nicholas Volz, County Auditor. 
Pennsylvania... McKeesport..... Mey 4,4 9.m....<; Repaving Locust st. from Fifth to Shaw ave...............00- C. E. Soles, City Controller. 
Virginia....... Richmond...... Ee. Se eee Bldg. 3 miles macadam Botetourt, 5 miles, amas ASO is565, 4s P. St. J. Wilson, State Hwy. Comr. 
Wisconsin. . ; — re a eae May 4,2 p.m...... Constructing cement curbing on Cherry Ree cee G es bncinrs S. B. Heddles, Chm. St. Ass’m’t Com. 
In@iana.......- incennes....... May 4.505545 .. Constructing gravel T0aGs, C06. o.o666 5 iss oo seine o's once eee esis Auditor Scott, c. o. County Com’rs. 
Indiana |. eee May 4,1p.m . Blue limestone paving, etc., 7 roads; cost, $34,850............. Lemuel Shipman, County Auditor. 
Georgia.......- Gainesville...... May 4,8p.m...... Brick, block, bitulithic, etc., paving 17,000 sq. _ granite curb John > Rudolph, Mayor. 
Indiana........ Bloomfield...... May 4,2p.m...... Bldg. 3 B. Young, also Balton gravel road, 2a. ©, Oa gen Re ae eter M. Cook, County Auditor. 
Indiana........ Monticello...... May 4, noon....... Bldg. Henry Shook gravel road in Union Towns i Mir fn rae ae: Ackerman, County Auditor. 
Alabama....... Bessemer....... a, ea ees: Paving 11,927 and 3,910 sq. yds.; brick ,wood, block, etc....... Phil. Lacey, City Engineer. 
Missouri....... LAR BOT Sear OS Bot, eee ered Brick, asphalt, bitulithic, granite DIOCK, PAVING, CLC. ....0.55205 A. J. O’Reilly, Pres. Bd. Pub. Impts. 
RUD sisioicis wa.4 FAR Ne, er Grading, macadamizing, graveling, Websterave......... . Oscar Kosche, Village Clerk. 
RID sc Gases-eo ne COREE o's seat 33 May —S,nNGON....... Brick, paving 8,048 sq.yvds.; Riggs & Sherman Co., Tolego, Engrs. W. H. Ph ge sews Village Clerk. 
OBI: civ nak’ Columbus....... May. 5, mpon....... Macadamizing, etc., Ng Ghda «x sncees cs xe ohn C Scott, Clk. Co. Com’rs. 
North Carolina. Winston-Salem.. May 5, 10 a.m . Constructing macadam road 5 eel lot Aero seen Gerenione Co. Clk. of Forsythe County. 
New York..... Brooklyn....... May 5, 11am . Asphalt paving on concrete, curbing, grading, etc............. Bird S. Coler, Boro. President. 
Indiana........ Fort Wayne..... May. 5. 10:a.m..... Furn. crushed stone, different sizes, f.0.b. cars, delivered....... Geo. W. Lindemuth, Aud. Allen Co. 
be es hema eo. May 6, 10a.m . Laving brick, asphalt or concrete pavement on bridge.......... Geo. W. Allen, Chm: Co. Comrs. 
Indiana.. . Petersburg...... May. 5,°2 Dis oss Bldg. 7 gravel roads in Jefferson township.................... Frank R. Bilderbeck, Co. Auditor. 
Indiana. . .. Bloomington.... May 5,2 p.m . Constructing Ward and Adams gravel roads.................. Horace Blakeley, County Auditor. 
North Dakota.. Forman......... Mae 5; 2 an. ...t22 RMMMIRINIE OOD cere Fo SI hess beso Bieui oR ale bia t .' Sok D Whe AIC Cae D. P. Hellen, Clk. Bd. Twp. Superv. 
Indiana.. , MEUM oo 8 TS a SPEER 1. Sa a a ee County Auditor Wells County. 
Pannsvivanil..< Memia....6....- May 6,10a.m..... Laying brick, asphalt or concrete paving on bridge............ . Marquis, City Clerk. 
Indiana........ Rushville........ May -6,:2 p.m)... ./: OMEOMRANE MAORI TORK 5 6:65 506.5 die 0s Sis oe ew ecss os " Jesse M. Stone, County Auditor. 
Pennsylvania... New Brighton... May 6,7 p.m...... Vit. brick paving, 1,430 sq. yds.; hillside block, 1,956; grade, 
MMU AAM acs tiara Meds ars hh, 3S S10 ele oa NW Os So SGA Ss Ow CO Town Council. 
Te RR n'y ee Fee Pare a eo 0 ee ce Rene ar Oke ay Ol W. H. Becker, City Clerk. 
Virginia....... Portsmouth..... May 6,8p.m . Furnishing 140,000 sidewalk paving brick; 6 samples by Apr. 
: $0; price per AM. :f.0:b.. Cars OF WATE... 5.5625 aw oks eho Boroons & kes, City Engineer. 
BG 6s vu. o8-n Mt. Gilead...... May 7, 11am . Bldg. No. Bloomfield stone road Improvement No. 1........... W. C. McFarland, ounty Auditor. 
Indiana..:c.0.- ROWle?P. ccc ses BRO 20 ieece 6 athe ponte Bldg. 6 miles of County road between Benton and sere Cos.... Benton County Commissioners. 
OURS SS. < Sicite so Cincinnati....... May 7, noon....... Repairing Springfield twp., spec. 823; $10,000 bond.. . Stanley Struble, Pres. Co. Comrs. 
(cs ee ee BNI 0x54 5's May 3378 Pam. <5 Grading and macadamizing 3,000 ft. RE on Goihs, ac James L. Martin, Co. Auditor. 
ee i Junction City.... May 7,3 p.m...... Bldg. cement curb and gutter, W. 9th St..................... . G, Pease, City Clerk. 
New —ppede . Roselle Park.... May 7, 8 p.m . Bldg. 1,300 sq. yds. 6-in. macadam; 275 cu. yds. excav., etc..... . Wallace Higgins, Boro. Engr. 
Indiana. . . Spencer. . cay Seon... 56 Constructing 5 macadam roads, 32,448 ft. long................ Geo. W. Edwards, County Auditor. 
oo Eee Cleveland....... May <8; 11-a:m...<:.:. Grading, draining, etc., Cannon road, Ledge Hill.............. Wm. F. Black, County Comrs 
Wisconsin...... Fond du Lac.... May 8,3 p.m .. Bldg. cement pavements, curb and gutter, 2 streets........... E.P. Fitzgerald, Clk.Chm.Bd. Pub.Wks 
Iowa _. Cresco.......... May 10,8 p.m...... Brick paving on concrete, 9,000 sq. yds.; cement curb., 3,000 ft.. City. Clerk. 
South Dakota.. Aberdeen....... May 10,8p.m...... Brick, asphalt, creo. block, macadam, several sts. F. W. Raymond, City Auditor. 
Pennsylvania... McKees Rocks... May 10,8 p.m...... Paving, 17,000 sq.yds.; grading, 5, 000 cu. yds; curb, 10, 000 lin.ft. George H. McGinness, Boro. Engr. 
New Hampehic. Concord........ BROS GAD vies io 5 was Surfacing with trap macadam in EB. Kingston and Salem....... W. Dean, State Engineer. 
Maryland. . Huntington..... May 10,9a.m...... Bldg. Giltner County road between Wayne and Polk twps...... teks W. Weaver, County Auditor. 
New York..... Cortlandt....... May 10, noon....... Crowning Myrtle ave. and resurfacing with gravel............. S. Allen Mead, Town Clerk. 
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STREET 1MPROVEMENTS—Continued 
Georgia. ....... Augusta::... 02. May 11, noon...... Const. 8,300s q. yds. vit. brick; 8,000 yds. Belgian block or 
3 ’ : granitoid paving; 1,700 lin. ft. granite euch 4608. 0 Nisbet Wingfield, City Engineer. 
Pennsylvania... Philadelphia.... May 11........... Abolishing grade crossings in City...........2ceeseeeeeeeees W. Hunter, Ch. Engr. P. & R.Ry.Co. 
New Jersey. ...:,Freehold,........ May 322.6. 0005 ec; Bide. gravel road, Millatone twp... 5 6.5 is ek ce Ses has ae m. B. Conov er, Dir Bd. Freeh'ders. 
Alabama....... i oo ae May. 12. noon. « ...:. Creo. wood block paving, 90,000 sq. yds.; cement curb, 60,000 ft. Wright Smith, City Engineer. 
OMGt 7s. os ce Cleveland....... May 12, 11am . Grading, draining, improving Warner road, . . F. Black, Clk. Co. Comrs. 
Indiana. . Tipton. 66. f00% May 12;10a.m..... Bldg. gravel road on line between Tipton and Clinton ‘Counties. 2 F. Barlow, County Auditor. 
Ohio.......... DOMEGO™ 5-5 - as May 12, 10a.m..... Repairing Stone Roads Nos. 33, 7 and 25, macadam, etc........ Det Davies, Jr., County Auditor. 
QO esses e's Columbus....... May 12, noon Furn. material and macadamizing Wetman fOad. <5... 6 ss John T. Scott, County Auditor. 
Cag eek. Paulding........ May 14, noon....... Grading, draining, culverting, macadamizing, 228,084 lin. ft., j 
12 sections, 6 roads, inc. stone approaches............-+++++ C. L. Straw, County Engineer. 
lee mere. Cleveland....... May 15,11a.m..... Grading, draining, etc., Mayfield road Nee 9.5... oc cee eis wee Wan. F. Bie Ce. Co. Comes. 
South Dakota RON sp occ canc ois May 15, noon....... Regrading, 5 miles road; graveling, MOVERS. 2 hedeeccaeees O. B. Olson, Clk. Bd. Supervisors. 
IRGIAND: 6 ois: MEGEION 3 6 )6.06 3s 3% a ter Bldg. gravel road 5,395 ft. long, in. Monroe township ... A. Y. Stout, County Auditor. 
OG Ee eae Bowling Green... May 17,1 p.m...... Grading, draining, macadamizing, 2 roads, 3 1-2 ni 2 3-4 miles. Jj. F. Gallier, County Auditor. 
COINS coal tv Jefferson........ May 17,1 p.m...... Bldg. 5 miles brick or macadam road, Marroetwp............. . C. Remick, County Auditor. 
Indiana. . ....-Greencastle..... May 47,2 om.::. Construc ting macadamized road in Greene ROE cc Pao ere ee D. V. Moffett, County Auditor. 
CHR ss a's oo Westerville...... May 22, noon...... —— and paving brick or other material, curb, 2 streets... Ellsworth Horlocher, Village Clerk. 
North Dakota.. Carrington Pees TIONS BE are Src Cormeen FOES Oe res foe baeeg hae ues Rembewee een W. H. Searl, Clk. Bd. Supervisors. 
MO rots iy Oo ee June fic: .5.253:. Bldg. 14,000 sa. yds. brick, 10,000 brick or macadam........... Board of Public Service. 
WATER SUPPLY 
Missout¥.i.:.-... Kansas City..... ay. Sasori Two pump. units, each of turbine pump, dir. con. to elec. motor, 
etc., 1,050-gal. per minute. for high-pres. dist.; also bldg. ; tr 
: foundation for I RG it APA ot EES Hs ES S. J. Armstrong,Sec’y Fire & Wtr.Bd 
South Dakota... Iroquois...... Apr. 29. noon... .. Bilda. wridersrotingd fire CInGOON.. 5 6 ioc n< cee one ce weonr sys E. A. White, Town Clerk. 
Wisconsin... .. Sparta.. «> Apr 29. 2 p-m..... Bldg. $400,000 steel or rein. concrete TOMOEUORE «.< oa 6 wo 05.4 . Howard Teasdale, Pres. Water Com. 
New York..... New York...... Apr. 29,2 p.m...... Furn. and laying mains in 12 sts. in Bronx; also alterations and 
ater improvements in high-pressure hydrants, Manhattan. . John H. O’Brien, Comr. W. S., G.&E. 
PNOAS = 6 os.0, 2's Blue Island...... Apr. 29,8 p.m...... Material and labor for 70x26x12-ft. rein. conc. reserv oir; steel 
tank set on existing brick tower, 20x50 ft.; well, 1,800 ft. deep; 
: J. W. Alvord & C. B: Burdick, Hartford bldg., Chicago he eee F. Hohmann, City Clerk. 
Pennsylvania... Catasauqua..... Apr. 29, 7:30 p.m.... Constructing water works; whole or separate..............--- Thos. Jones, Chm. Fire & Wtr. Com. 

PEM st scocy 4 sat Lake City.:, Apr, 30. i... .-e es Bldg. screening tank and house at head of pipe line, City Creek.. Louis C. Kelsey, City Engineer. 
BORER co Kaieaie ss Vernon......... aR Pee rae is ae Constructing $15 <tngh water w OME aor cc wale aie: oad a ae re L. P. Bowner, Mayor. 

PGES ies 3. SHOSBON cass AEG Sec ocgcec une Improvements at w. to cost $9,000, inc. air-lift pump for id 

as : wells, 7 of which ae been sunk. ... Chas. Kohler, Mayor. 

0) 9 eine eer Orrville... . May 3, noon...... Constructing 3,000 ft. 6-in., 2,000 ft. "8-in. 3. 700 ft. 10-in. ’ pipe.. R. A. Kinney, Clk. Ba. Pub. Affrs. 
south Dakota... Lennox.....<... May 3.002. .02..% Laying 2,600 ft. 4-in. w ater main, 7 hydrants, etc. John L. Nelson, Engineer. 
Minnesota...... DOMMON 6. 560. May 3,8p.m Furn. and laying 3.8 miles, 4 to 12-in. water mains, 23, 000 Ibs. : 

a : ; specials. 40 valves, 45 BYGSAING .<. sas ccseccerseesaneaenas M. D. Stoner, City Engineer. 
Wisconsin...... Burlington ESOP May 3, 2m: =... Material and labor for 3,529 ft. c.i. pipe, valves, hydrants, ete. P. J. Hurtgen, City Engineer. 
Indiana........ Fort Wayne..... May 4,3 p.m...... Furn. 300 tons 4 to 12-in. c. i. pipe and specials................ E. J. Lennon, Chm. Bd, Pub. Wks. 
Co See Vernon......... May 4, noon....... Constructing $15,000 water works and $10,000 sewer system. . x Sherrell, City Secretary. 
Oklahoma...... HIUgO 2. 5-+2- >. May 4,8 pm. Material, labor, etc., for complete water system............... R. L. Jones, Mayor. 

North pam WNC Serene cee May 4,8 p.m. Constructing water main extensions; check, $500. QO. Claussen, C. E.. St. Paul, Minn. 
Arizona.. «+ Bisbee......3... May 4, 7pm. Furn. and erecting three 250,000-gal. each steel tanks. j . Geo. S. Gage, City Clerk. 
California...... Petaluma....... May 5,7 p.m. Furn. and install. pump. mach. for salt-water high-pressure sys.. City Clerk. 
Maine.. .. Portland..... OR 0 oe re 2 Extending sewer and water mains, etc., at 2 forts............. Capt. F. J. Morrow, U. S. Army. 
South Dakota. . Plankinton. .. May 10, 8 p.m. Material and labor for constructing complete w. w. system...... E. P Mackey, City Auditor. 
Texas PEN Fac tse ia Denison Ae ee May 10, 8 p.m Constructing earth dam; 145,000 cu. yds. embankment......... Alex. W. Acheson, Mayor. 
Jexag.. sis. Greeeraile....... May 11, noon...... Furn., erecting, etc., com. cond. crank and fly-wheel pump. eng.; 

brass tube surface condenser complete with air-pump, vacuum 
fi: : gauge, etc., for operating SAME...... 2... -ceccescsscesics J. W. Maxey Co., Engrs., Houston. 
LCS: eee eae Galveston....... May 12, noon. Bldg. 8-in. c. i. pipe across ship channel, inc. 1,500 ft. sub- 

merged pipe, 42 in. below low tide, requiring 35,200 cu. yds. 

’ dredging: alse 12500 ft shore pape .). oc icc cence ccmecesecels A. T. Dickey, City Engineer. 
Ontario Nepean e Toronto Monte May 18, noon....... Material and labor for works in con. with water filtration plant. Joseph Oliver, Chm. Bd. Control. 
Saskatchewan.. Estevan........ a. See eae Bld. w. w. sys. and main sewer, inc. 7,300 ft. w. main.; 2,400 ft. 

tile sewer; steel water tower; gasoline engines and power pump; 

= Wille Cisne. ©. FOROS aoe os as 6s 6 Niece ummm tae L. A. Duncan, Sec’y-Treas. 

ADSAGS Fores 214 Halstead....... LON ae) eae Corstiucting water wolke Syst@M. acc 5.08 0. ios ce chcoeecesas Burns & McDonnell, Engs., K.C.,Mo. 
Kentucky eee Madisonville. .... June 1,noon....... Purchase of water works franchise........-25 0.622 .ss0ccees ee Jas. L. Brown, City Clerk. 
Philippine Is... Manila.......... June 1, noon Furnishing 7,000 tons c. i. pipe, hub and spigot; 56 tons 20-in. 

flexible joint and flange c. i. pipe; 2 tons flanged c. i. pipe; 200 

el eS, : tons c. i. specials; J. F. Chase, Ch. Engr. Dept. Sewers & Wtr.. H. L. Fischer, Sec’y Municipal Bd. 

Virginia... 0s Lawrenceville... June 1............ Sale of water works and sewerage franchise; 2,400 people....... City €lerk. 

SEWERAGE 
South Carolina. A ee «|. a” Ae Bldg. 8,500 ft. 8 to 10 in. vit. pipe sewer, 15 manholes......... Lee & McLellan, C.E., Sumter. 
Minneapolis. .. St. Paul........ Apr. 29, 2 p.m. Constructing sewer in Wabash Ave................000.0000. acm S. Grade, Pres. Bd. Pub. Wks. 
Pennsylvania. .. New Wilmington, Apr. 30,7 p.m..... Consteuctivig cysteine OF SO WORE ee os ss Corin s va de cs cande L2e m McElwee, Jr., Boro. Secretary 
New York..... Gloversville. fo Cams | ae epee Constructing 4,000 ft. 8 and 10-in. sewer pipe line............. Morrell Vrooman, City Engineer. 
tall se ania... North Braddock. Apr. 30,3 p.m...... Bldg. 360 ft. 8-in. c. i. pipe. sewer, manhole, etc............... C. A. Stewart, Boro. Engineer. 
Kentucky.. Louisville. . ... Apr. 30, noon....... Bldg. Contracts 32, 33, 34 and 35, system of sewerage.......... J. B. F. Breed, Ch. Engr. Sewer Com. 
Wisconsin. ; Jefferson eb s : See | | SMe eet Sewer extension, inc. 18 blocks of 24-in. tilesewer............. C. J. Loetz, Clk. Bd. Pub. Impvts. 
Wisconsin...... Burlington...... May 3, 2.pam:...:. Vit. pipe; 1,112 ft. 8 and 12-in. sanitary and 3,007 ft. 8 to 

: Ctl: QUOT GOMOT Ss 5 ok «0g cae soos a amecd teen a depaweras P. J.Hurtgen, Chm, Bd. Pub. Wks. 
New York..... White Plains.... May 3,8p.m Bldg. storm water sewers in 3 or more sts. and aves............ Frederic S. Barnum, Pres. Vil. Trus. 
Alabama tare esias Montgomery. May 3, noon Constructing sanitary sewer on S. Lawrence and Maury sts..... Robert Tait, City Treasurer. 

Os ee ae Cleveland H’ H'ghts May 3, noon....... Bldg. sewers in No. Woodland road; also joint sewers.......... Wm. H. Evers Eng. Co., Arcade Clvd 
New Jersey.... Elizabeth. May 3, 8:30 p.m... Labor and material for 350 ft. 12-in., 200 ft. 10-in. pipe sewer, 

3 manholes, 3 basins, 40 ft. 10-in. culvert; eleven 10x6-in. 

connections; twelve 6x12-in. connections; 23 1-8 turns; 414 

ft. 6-in. pipe to point 7 ft. belowcurb.............---+..+5- N. K. Thompson, Street Com’r. 

a Bradley Reach:.= May 3.26. .6.:+ Constructing septic system of sewage disposal............... The Mayor. 

Ten nessee. Knoxville....... May 3, noon . Constructing 960 ft. 8-in. sewer, 3 manholes, etc.....>..-.5-.2% >. C. Nelson, Recorder. 
Ohio ete Tee Ashtabula....... May 4, noon...... Constructing 1,000 ft. 12-in., 56 ft. 8-in. sewer, 5 manholes...... A. J. Richardson, Clk. Bd. Pub. Serv. 
Ohio... Copter Niles rae sy toes May 4, noon...... Constructing sanitary sewers in 3 streets................ .... J. E. Pregaskis, Cik. Bd. Pub. Serv. 
Wisconsin...... Janesville....... May 4,2p.m..... Constructing 3.940 ft. 8-in. pipe sewer.................-++-- S. B. Heddles, Chm. St. Ass. Com. 
= Kas... MOGNOI oust. 0's. tN Sa SERS 7 meme Constructing $10,000 sewer system; $15,000 water works....... L. P. Bowner, Mayor. 
> ana. Logansport...... May 4, 10 a.m Bldg. sanitary sewer from Orphans Home bldg........002--.5: George W. Cann, County Auditor. 

DINO. cae ciate Newburg........ May 5.noon-.<..:. Constructing sewers in Ingersoll road and other streets, jointly 
Oh; : : with village of Cleveland Heights...................-.-..- . T. Lawrence, Clerk of Council. 
Oh: have wise ae Mt. Gilead...... May 6, noom... 2... Constructing sewerage system and disposal plant, $8,000....... W. B. Eells, c. o. Vil. Clerk. 

Dis essa actaradarens Hamilton....... May 6, noon.... Constructing storm water and sanitary sewer, 2 streets......... Chas. Pabst, Secy. Bd. Pub. Serv. 

indiana. .. Fort Wayne..... May 6, 7:30 D. m. Constructing vit. pipe sewers in 2 alleys..................005- Edw. J. Lennon, Chm. Bd. Pub. Wks. 

south Dakota. - Plankinton...... May 10, 8 p.m. Constructing complete sewer system...... 2 ie aie sae Traubman, Mayor. 

Wi Sas... : Lindsborg Moeceens Ls 0 Eee rer Constructing 7 miles 8, 10, 12 and 15-in. ‘sanitary sewers. .. H. A. Howland, McPherson, Engr. 

M. -onsin.. Watertown:..:..: May 11, 2p.m...... Bldg/sanitary avd storm sewers. ......... + pecs set eseuas see F. S. Weber, City Clerk. 

Maryland...... Baltimore... .... May 12,11am.... Bldg. storm water drains; Contract No. 7; 20,000 ft, approxi- 

Al: ; : mate; 12 to 54-in., concrete S6WEF... 5. ei ccc cc nccccciene J. Barry Mahool, Pres. Bd. Awards. 
ADAMES 655.3: MODHES oct... May 12, noon....... Furn. material and constructing 33,000 ft. 10 to 30-in. pipe 

a sewers; 30,000 ft. 6-in. house connections, manholes, etc...... ij T. Schley, Pres. Bd. Pub. Wks. 

Wy, h Dakota. . Huron.......... May 14, 8 p.m...... Bldg. 2 main sewers; Loweth & Wolff, St. Paul, Minn., Engrs. . M. Schoenert, City Clerk. 

Ne onsin...... Oshkosh........ May 15,2 p.m...... Bldg. sewers in sundry WOES 6) 5,5 0.3 0 cgi ea old Sig's ee ad "W.A. Marden, Chm. Bd. Pub. Wks. 

ew York... Syracuse... .:.'. «x. May 18, noon....... Constructing 2 1-3 miles main intercepting. sewer from. 9 to 33 

inches in diameter; principal items are 90,000 cu. yds. excava- 
Sact-. tion and 6,000 cu. yds. concrete; check, Q10000.5.2055003- 0 Harry J. Hamlin, Sec’y Sewer Bd. 
Skatchewan.. Estevan........ Wem EGE irs cee Bldg. 2,400 ft. tile sewer, water works, OG. 2 eke Se es L. A. Duncan, Sec’y-Treasurer. 
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STATE City Recervep UNTIL NaTuRE OF WoRK ApprEss INQUIRIES TO 
SEWERAGE—Continued 
OWES votes Des Moines...... May 24, noon....... Constructing tile drain; District No. 7.0... 6565 0 bo cee tin wees H. B. Frase, County Auditor. 
Minnesota...... Albert Lea..:... May 27............ CONTEC TNE CPTI 55 65 hee Cates ck bse sc oh es be kee wk Wm. Barneck, City Clerk. 
Virginia... Lawrenceville... June 1............ Sale of sewerage and water works franchise; pop. 2,400......... City Clerk. 
BRIDGES 
Massachusetts.. Boston........ Apr. 29; noon: s6 0% Bldg. steel draw span of Chelsea st. bridge, E. Boston.......... Wm. Jackson, City Engineer. 
Virginie:<. ...% Richmond..... Apr. 29, GON 60262555 6 Bldg. 140 ft. steel bridge in Fluvanna County; also reinforced 
concrete bridge, 20 ft, span, in Warwick County sibyaSiavaes- vd seme P. St. wi Wilson, State Hwy. Comr. 
Dist. of Col’bia. W ne ere . Apr. 29, 2:30 p.m.... Furn. steel culvert forms for isthmian Canal Com’n.........-.. Cant... C. Boggs, Canal Com’n. 
RG, secs Cincinnati.. .. Apr. 30, noon....... Bldg. concrete culvert on Springfield road, Spec. 863........... Fred. Dreihs, Clk. Co. Comrs. 
Wisconsin...... Sheboygan..... Agr. 30° 4e.00.:. «5 Material and labor for bridge over river, inc. piers & basculespan John Kummer, Chm. Bd. Pub. Wks. 
Pennsylvania... Bangor........ Apr. * 9:30 a.m.... Bldg. rein. concrete bridge over Brushy Meadow Creek......... oung & Reese, Engrs., Easton. 
Wisconsin...... FondduLac..... May 1............ (Sours bret C baa) SURE TIMOR. cca scre cosas ecb boe asco se oo be Sic einai e ne j.S. McCullough, City Engineer. 
RPO 6 'sis in 3-5, MANE 4525's May 1 Rr er ee Rebldg. bridge over Lentz Slough at Waldport, bidders’ plans. . Bese Clerk, Lincoln County. 
VEGI 65: 5ie. 5% Richmond..... | ONS a Cr rareeeer eer Rebldg. steel or concrete bridge bet. Richmond and Manchester . Joint Bridge’ Committee, Council. 
California...... Santa Barbara... May 3,10a.m..... PAG DEGRE I AROGA MIELE NONE. 65 sc 'sin.5. ce 06.6% s'eteln'nic'S «, # «able C. A. Hunt, County Clerk. 
Georgia. . . Savannah...... ay 5, NOON «5 000+ Bldg. rein. concrete locks and bridges, 2 canal outlets.......... G. Reuben Butler, Clk. Co. Comrs. 
Mi ississippi. . Magnolia....... RG Boiss rece ot Bldg. 3 steel bridges for Pike Co., Bd. Supervisors............. W. C. Vaught, Clk. Bd. Supervisors. 
ROPER. 5. ; 55s AEROS 5X tresses ay 3 sta sawed Constructing trestle over Anclote river....................5. Bd. of County Commissioners. 
Kansas........ Newton........ May 3, noon Bldg. 3-pile bridges and 80 ft. iron span with modern approach.. J. A. Hunter, County Clerk. 
SSOOTWIR... 055. Statenville..... | ES ae eens BO ae ee Bldg. steel bridge over Alapahoochee river................... G. L. Corbett, Bd. Co. Com’rs. 
California... ... Los Angeles..... May 3,2 p.m...... Bldg. concrete bridge and retaining wall...................0. C. G. Keyes, County Clerk. 
Indiana.......: Hikhart........ “Gig Uivek SE seep: Constructing three Iatce Dmages:. . soos. ek os oes ec ee paces Bd. of County Commissioners. 
Mussiasinni..... TBiWOKis:..:. <4. ER See aren CCOMBURC IIa SUCRE SAY TIGRE. S'S. Sic als 65 5c See ue be bes wc where Cc. Balton, Chm. Bridge Com’rs. 
Bentucky...... Paducah... ...:.. MOY. VAivic. ass os cue Bldg. 3 bridges over Perkins creek and Clerk’s river............ Joe hn R. Thompson, Co. Road Super. 
EIWUGUR: «.6'0:5.5 0:0 RSOBMER Cy cece es May 4, 9:30 a.m.... Constructing 6 bridges 16 ft. wide, 64, 40, 24, 20, 12 and 20 ft. 
long, one 20x32 ft. and one 60x148 ft.; also new stringers, 
; BUbiMENtS TOOTS; GUC,, 4 DNGGES. 66k oie s s.ecceee ec vce wee D. O. Batchelor, County Auditor. 
Minnesota...... Duluth........ May 4, 10 a:m..... Constructing bridge over Mud Hen river..................... O. Haldier, Count yAuditor. 
7 LE Versailles...... May 4, noon....... Constructing wagon bridge over Ripley Creek................. Nicholas Volz, County Auditor. 
WR 6 55-41 ..-. New Hampton... May 4,1p.m...... Constructing 10 concrete bridges; entire or separate........... F. N. Lentz, County Auditor. 
Pennsylvania... Wilkes-Barre.... May 4, 2 p.m...... Cleaning well all iron and steel and removing scales, blisters and 
loose rust and thoroughly painting 13 bridges, 27 to 79 ft. 
‘ long, paint to have 5 years’ guarantee...............0eeeee {* M. Norris, County Controller. 
Illinois cess iabioks Chicago......... May a ROS 5 aoe Bridge work, ete., Sec. 7, North Shore Channel................ J. Bryan, Clk, Sanitary Dist. 
SS es POPDEMOUED <3. REM = Beiess pare ors Bldg. 2 abutments for bridges Tinie) 7A + 2) a rere County Auditor, Scioto Co. 
Florida .. Jacksonville..... May $, 9:30 a.m.... Bldg. steel drawbridge over Pablo Creek on Beach road. . Gail L. Barnard, County Engineer. 
Indiana . Camusville..... May 5, NODA. 5 ok: RDTRR RUNNER PRE aot. hn veel Sir ie Sth eels ie owes ens sas L. D. Springer, Chm. Co. Comrs. 
DUOMO 535 3 ates ob Dondon....... may 8.-1 pm... ...< Bldg. pier and abutment, bridge over Big Darby creek, 2-span 
: ; superstructure?#20 ft center to center...........ccccceeees . J. Shaffer, County Auditor. 
Pennsylvania... Chester......... May 6, 10a.m..... Rebldg. abutment on Lockwood road, Colerain twp............ Fred. Dreihs, Clk. Co. Comrs. 
South Carolina. . Ganney . os. oss EN a SE eRe ata Bldg. steel bridge over Broad river at Smith’s ford............. C. F. Gordon, Superv. Cherokee Co. 
CS eae DEMON. e. - s '- TM Wee ke aie ee Constructing concrete arch CUlVert..; oo. ik ne ccc ws Siew ele ete Bd. Com’rs, Hocking Co. 
RIND: 5.05ss oasis Cincinnati....... May 7, noon....... Concrete bridge on Old State road in Miamitwp............... Fred. Dreihs, County Clerk. 
1 SER: Steubenville..... May 7,1p.m...... Constructing bridge No. 21 in Warren township. . J. M. Rey nolds, County Auditor. 


Pennsylvania... 


Oo 
Indiana......:. 
Pennsylvania. . 
Ohio. 

South Dakota. . 
RDNA Ss ica 
RO aA oie .ca om 


60 
0 "OEE penanears are 
Se ee NT 


ROME gavs't e+ 54's 


INGIANA.« 2s cs 


Ontario... 
Alberta.. . 
Massac huse tts.. 5 
Dist. of Col’bia. 
Michigan....... 


New York..... 
ae a 


North Carolina. 
California...... 
Tennessee...... 
ROD GAS «cea 
ee EA 


EMGIONA. 05. 6 
oS" ORG Sparc 
Indiana........ 


ay ae eee 


North Carolina. 
Indiana........ 
i ae 
New Jersey. . 
New Jersey 


Wilkes-Barre... 


Hamilton....... 
Wabash........ 
. Doylestown.... 
Zanesville...... 
Sisseton....... 
Cleveland...... 
Dayton... 6.0. 


Cincinnati....... 
Massillon....... 
ROEC SS 5 oss a: 


MOOG. 6 6 osteo 


Vincennes....... 


Toronto. 
Medicine Hat... 


Holyoke....... 
Washington..... 
Gladstone....... 


Butelo. ...055.:2 
CRitawO, 0.5... 65 


Greenville...... 


Upland.. 


Co 


Des Moines...... 


Dirnem fs. 
South Bend..... 
SRA 
Rutherford..... 
Hackensack..... 


ae, Pelee ee ae 
tuumbus....... 
Portland....... 


Rushville....... 
Bridgeport..... 
Vincennes...... 


may 7, 2pm. :..2 


May 8,10a.m..... 
10 


ONS cae | 1 oe a 
May 10, noon....... 
May‘ ii-mpon.- .....<:: 

ay. 22.4) @amn.......5 
may 13, 11 a.m..... 


May 14, noon....... 
May 20, 10a.m..... 
BE Bisco sn nees 


july i,noon:..... 7? 


POE. OO Se ees 


Apr. 30, ‘noon. , 
Pr SO ees oe ak 
Apr. 30, 10.a.m..<.. 
Agr. 30.3 pin... 32 
Aor. 30; 5 pem......-..7: 


May 1,40 a.m 2k. 
Mae ose ike 


OES PRE Seer ena 
RR TADS 5 ss, ours 30 
MRI > Sows. 
BERS GO is Otho asthe 
MR G8, neal coca ae 


May = 7:30 p.m. 


WANS hs 65 is 05.4 Ou 
July 3. ey: + Coane 


Apr 29 noon.'......... 


0 Tage | | Pa aia ga SR 
AEM Os 6 6 Sop sca ed 


MR SDs ued hoe wee ee 


BO we re eee 


Bldg. 16 stone arch bridges, total cost, $7,800; 3 concrete bridges 
$850, $1,200 and $500; iron bridge, $i, 800; cement or stone 
and bridge 14, $800 and $650; iron bridge, $2,500; steel or con- 
crete bridge, $2,000; concrete flat deck bridge, $800; and 


bridge No, 26:6450;' 27 Structtires inall...:......5.c00c6e0008% Jas. M. Norris, County Controller. 
Bldg. 2 steel or rein. concrete bridges, Oxford & Reily twps..... Jos. E. Brate, County Auditor. 
Conetie tire Si GOO Tra. 2 oS 6 ooo: se bc55. b.40.6'509 b5 8ie'e 5 eb ws County Surveyor. 
Constructing 4 concrete bridges for county................... Cornelius T. Haldeman, Co. Comr. 
Bldg. 2 storm abutments for bridge over Big Salt Creek. . . L.E. Brelsford, County "Auditor. 


Constructing 2 steel bridges over Whetstone river............. J. A. Ray, County Auditor. 
Bridge work per Report No. 2292, conc.arch, McCracken’s Road Wm. F. Black, Clk. Co. Comrs. 
Bldg. self-closing bridge over M. & E. canal 50 ft. long and pro- 

vide 40-ft. waterway and 10-ft. towing path, and have 20-ft. 

roadway and two 6-ft. walks, plank, steel, concrete or creo- 


done block floor; model to accompany all bids............... Chas. W. Haines, Pres. Bd. Co. Com. 
Rebuilding abutment on Lockwood road...............0.0005 Stanley Struble, Pres. Co. Comrs. 
Bldg. concrete bridge of two 60-ft. spans................0000- M. W. Oberlin, County Auditor. 


Bldg.steel superstructures of 14 bridges and trestles, total length 
4,900 ft., to be built by Atlantic, Que. & Western Ry........ New Canadian Co., Ltd. 
Labor and material for rein. concrete arch bridge (except lift 
draw); also foundations, piers, apparatus, etc., for bridge over 
Maumee river at Main st.; $525,000 available; check, $50,000. 


LIGHTING AND ELECTRICITY 


Reynold Voit, Sec’y Bd. Pub. Serv. 


. Street’lighting contract for 10 years, from Apr. 29, 1910; bidders 


must build power plant and operate 263 arc lights fo 2,000 c.p. Board of Public Works. 


Me ccsekiaamiteclitoryy ccyebclo Gc” | +) | onal ara oy peel eee Peta near erent Joseph Oliver, Mayor. 
Posnlistair AiG WEI LOL OILY, <<o c-crsc is lavas iS clo'els 0.6 «eve S le bee eis W. P. Morrison, City Engineer. 
Purn: 200 tons 4,6.and 8-4n.c. i Gas pipe... 6... os cewcs nes W. H. Snow, Mgr. Gas Detp. 


Bronze railings and lamp standards for east front of Treasury... James Knox Taylor, Super. Arch. 
Furn. and installing 2 miles 2,300 volts, 3-phase transmission 

line, transformers, sub-station, 200 k.w. 6600 volt to 2,300 

volt transformers, rebldg. present line; install. generator and 

REAERA EER seco cia atUn eS wie eles pore 0 lehal ere ole rede sahoroneceaetblonoe s Q. D. Roberts, Supt. W. & Lt. Dept. 
Furn. and installing steam engines, generators, switchboards, 

complete system of interior wiring, chandeliers, lamps, etc., 

teh fe tage bite Ore Thc mice oC | re een ee Pee Ate rat eer Henry V. Bisgood, Chm.City H.Com. 
Furn. 50,000 ft. No. 6 B. & S. G. rubber covered, lead incased 

electric light cable and 7,000 ft. 4-conductor rubber insulated, 


lead covered, armored fire alarm cable................-5055 Wm. Carroll, City Electrician. 
Bldg. power house and infirmary at Teachers’ Training School.. Thos. J. Jarvis, Chm. Ex. Com. 
RSGS SE METIBS SPORE CIOY oe sie carcle ta has oso ora sso ved 0 'bUN soe 8 gulpra ioe City Clerk. 
Furn. engines, boilers, etc., and installing 15-ton ice plant...... W. A. McCalhoun, Mgr. Light Co. 
Bldg. addition to power house at Ohio State University........ Carl E. Stub, Sec’y State Univ. 
Light sts., aves., bldgs. and public places with incandescent 

lights for 3 or 5 years; also bldgs., with gas, etc.............. A. L. Barbur, City Auditor. 
. Constructing extension to municipal electric light plant........ S. G. Gregg, City Clerk. 


Lighting village over 4,000 with gas or electricity.. . R. T. Michener, Village Clerk. 


. Lighting sts. at expiration of existing contract Apr. 29, "1910, for 


10 yrs. with 260 enclosed arc lamps of 2,000 c.-p. equal to 466 

true watts each, or 7.5 amperes at 70 volts at lamp terminals; 

an addition 220 16-c.-p. incandescent lamps must be placed 3 
C. L. V. Tucker, Clk. Bd. Pub. Wks. 


MISCELLANEOUS 


Bldg. steel fire-proof grand stand, complete; also separate bids: 

on grading 20,000 yds.; brick work, 800 M.; cut stone, 1,140 

cu. ft.; rein. concrete floors, 80,000 cu. ft.; cement walks and 

Cult, BO.000 10: BIEL WOK, GIT TOUS. occ s esse isis se ss Oliver oO. Smith, Architect. 
Erecting municipal bldg. and academy of music. . Bo ecs Hook & Rogers, Trust Bldg.,Cha’ston. 
Repairing City Hall roof to prevent leaking................... Alonzo J. Hammond, City "Engine er. 
Bldg. fire station in Oak Lawn; Hubbell a Greene, Architects. . B. Winslett, City Secretary. 
Furn. plans, etc., for $40,000 City Hall and fire house.......... F. A. Stedman, Boro. Clerk. . 
Erecting fire MR oi en eee ee Chas. Flubacher, Chm. Imp.” Com. 
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STATE City ReEcEIvED UNTIL NATURE OF WorK Appress INQUIRIES TO 
MISCELLANEOUS—Continued 
North Datta. Luddene}. i... May Bite eee sst Purn: hose cart; alee 500 1t; fire hose: ; 52.5 3 ee icc ccc cae J. H. Weisner, City Clerk. 
California...... Oakland: ..;...¢- May 1, 11am . Removal of garbage to sea; contract now held by Wall Bros. . W. B. Fawcett, Sec’y Bd. Pub. Wks. 
WEES Secsccs s PROMNBOR 0.65 258 12 RE UR Ge oe 5853 Improving, etc., San Jacinto State Park, inc. wharf and pagoda. 
and keeper’s reinforced concrete residence. secceceeseess W.C. Day, care Un. Bk. & Trust Co. 
ON es New Lexington.. May 1, noon....... Engr. to prepare plans for taxing districts.................... Geo. T. Drake, Clk. Co, Comrs. 
South Carolina. Charleston...... May. 3; noon:....5. Constructing 4,800 ft. concrete retaining wall and filling 670,000 
cu. yds. behind same with material dredged from river....... i: H. Dingle, City Engineer. 
Citi ne ed Columbus. ~ Mayo 3, If am... Erecting front addition to Court House at Waverly............ E. Emory, Clk. Co. Comrs. 
CEO A kates. ods Bryan. on MES SSE ea 2s Furnishing maps and plats of County..............+-+e0e-ee5 4 H. Weaver, County Auditor. 
Delaware...... Waseuhen. Sas ER OO Late ee eh ol Collection and removal of garbage, 4 districts, one or more...... Board of Health. 
New York..... White Plains.... May 3,8p.m...... Sweeping brick pavements and sprinkling, if necessary......... Earl P. Hite, Village Clerk. 
Pennsylvania... Homestead.......May 3, 7:30 p.m... Furn. 2,000 ft. 2 1-2-in. and 300 ft. 1 1-2-in. cotton rubber-lined 
; fire hose ox couplings, 450 lbs. pressure, 5 yrs. guarantee; 
four 3-gal. fire extinguishers; 4 siamese; 12 hose or ladder 
straps; 12 hose spanners; 1 hose relief valve; 2 fire axes; 2 fire 
Veg EOMs £30 2d Sts ct aio GER os BE Sew ao he oe te PARDO ORS EE aT Andrew Hill, Boro. Clerk. 
Indiana........ Evansville...... = Boi se. see Installing an electric crane at water works station...........-. Board of Water Works. 
New Jersey.... Burlington...... May 4.8 p.m... 23:2. Furn. 1,200 ft. double-jacket, rubber-lined cotton fire hose...... C. Earl Hopkins, Chm. Com. Fire. 
Indiana........ Vincennes....... May. 4,2 pm... .:.). Erecting 2 Fire Department buildings; J. W. Gaddis, Architect.. C. L. V. Tucker, City Clerk. 
Maryland...... Baltimore....... May 5, 11 a.m. Parnishirigs 3 speinwlete: 2: os... ea oe 2 een oe Ra ew ee oe Barry Mahool, Pres. Bd. Awards. 
100. eee Chicago............ May 5, noon... . Excavating a channel, bridge work, etc., No. Shore Channel. J. Bryan, Clk. Sanitary Dist. 
DC eee CS CTO, cs ois I le wae se Constructing fire escapes on 5 school buildings uae walepeuews Ondine Orr, School Director. 
Louisiana...... New Orleans..... May 11, 7:30 p.m.... Fabrication and erection of structural steel and cast-iron for 
additions to three steel sheds on wharves; deposit, $1,000..... Hugh McCloskey, Pres. Port Comrs. 
Ct eee Columbus....... May 12, noon Improving M. & E. Canal, cost, $100,000; 7,000 bbls. cement.... Chas. E. Perkins,Ch.E., State B.P.W. 
Georgia. .'...05. AUGUSte cos S MR Pde tes Flood protection works; $250 check, $5,000 bond; raising 
masonry of bulkheads at locks; raising and reinforcing earth 
bank along canal; bldg. masonry retaining wall, paving and 
surfacing, to include 160 cu. yds. rubble masonry; 60 000 cu. 
yds. earth; 30,000 cu. yds. brick masonry in wall; 14,000 sq. 
yds. paving; 2, 000 cu. yds. earth surfacing.....0........... Nisbet Wingfield, Com’r. Pub. Wks. 
WIGIANRe 6s.0'0,555. Indianapolis..... NEG! TS Ses trocsc scat Completing Indianap. Newcastle & Toledo Bice. Ry. to Newcast. Union Trust Co., Receiver for Ry. 
West eee . Wheeling....... May 14,1 aim...«.. Furnishing, etc., 13,000 bbls. Amer. Portland cement, Dam 19.. Capt. F. W. Alstaetter, Eng’r Corps. 
Hawaii.. 2) EROMNOIGHEs. «5 o's « May 14, noon....... Furn. 25,000 bbls. Portland cement.............0+-eeeeeee: E. E. Winslow, Eng. Corps., U.S.A. 
Arkansas...... SOTO V cc cctice NEG 9A iar s oie ia ee sree Enlarging anch improving county iath <2 oo «2/5 ie sn Sale LEK Se PEt R. W. Crisp, County Judge. 
Vinee’ occ: Richmond...... May 17, 4 p.m... .:.. Purchase and removal of all coal and water gas tar, and crude 
ammoniacal gas liquor produced at city gas works for 23. ors 
yrs. from July 1; tars per gal.; ammoniacal ane on basis of 
2,240-Ib. ton, delivered at storage tanks in city. . W. P. Knowles, Supt. Gas Works. 
Oe ss wc Columbus............1 July 25, noon. «2. 3). Bldg. concrete retaining wall; Contract No. 18, inc. 800 cu. yds. 
excav., 765 cu. yds. loam, 1 acre seeding, 220 sq. yds. sodding, 
800 cu. yds. concrete, 2,000 Ibs. twisted steel rods. . ...... E. W. Hirsch, Sec’y Bd. Pub. Serv. 
GIS es 55s Chicago. «26 cx. Sept. 152664<.+. Furn. voting machines up to $400,000 value............--+4-- Election Commissioners. 











STREET IMPROVEMENTS 


Birmingham, Ala.—Council has ordered 


the grading and macadamizing of Four- 
teenth avenue south; cost, $3,600.—H. E. 
Shropshire, Jr., City Clerk. 

Fort Smith, Ark.—Property owners on 


Rogers avenue and A street have petitioned 
for the paving of the thoroughfares. 

Alameda, Cal.—Council has decided to 
construct the proposed Atlantic boulevard. 
—I. N. Chapman, City Engineer. 

Los Angeles, Cal.—Los Angeles County 
Board of Commissioners has rejected all 
bids for improving section of the El Monte 
road from this city to Alhambra. 

Marysville, Cal.—Supervisor J. F. Owens 
of Sierra County has conferred with the 
Yuba County Supervisors in relation to the 
matter of building a Yuba-Sierra highway 
to connect Marysville and Downieville by 
a direct route with easy grades. 

Napa, Cal.—Citizens will construct about 
six re of macadam road; $12,820 will be 
raised, 

Oakland, Cal.—Council is considering an 
ordinance appropriating $15,000 for re- 
placing the present wooden crosswalks with 
bitumen crosswalks; also decided to widen 
Claremont and Telegraph avenues.—N. C. 
Howe, Superintendent of Streets. 

San Francisco, Cal.—The Merchants As- 
sociation is urging the improvement of 
streets and approaches to the Pacific mail 
dock and seawall, including the repaving of 
Second and East Townsend streets. 

San Jose, Cal.—Citizens are urging the 
bituminizing of Second street from San 
Antonio to First, a distance of nine blocks. 
—Col, Philo Hersey, Chairman Committee. 

San Jose, Cal.—Council has instructed 
City Engineer to furnish estimates of the 
cost of paving Fifth street with concrete 
and bitumen, and Tenth street; also decided 
to improve Santa Clara street with concrete 
and bitumen, Julian and Devine streets. 

Woodland, Cal.—The Rumsey-Knoxville 
wagon road, leading through Cache Creek 
Canyon, will soon be put in good condition 
in anticipation of a heavy travel to Lake 
County via that route this summer. 

Hartford, Conn.—The Board of Contract 
and Supply will ask for bids for paving 
Market, Albany and Capitol avenues; Street 
Board has $2,000 available with which to 
lay 1,500 feet of macadam. 

Litchfield, Conn.—Commissioner W. H. 

ight has prepared plans for 24,000 linear 
fect of road improvement on the New 
Mi'ford turnpike. 

New Haven, Conn.—City is considering 
ving of Sherman avenue, Portsea, Dix- 

31, Elms, Gregory and Brewery streets. 


Washington, D. C.—The Commissioners 
ave ordered that the roadway of Connecti- 





cut avenue be repaired at a cost of $2,000; 
also the roadway of Cathedral avenue, $1,- 
500; that Fourth street, N. W., be repaired 
with oid material to be removed from Flor- 
ida avenue, at a cost of $250; that concrete 
step be constructed at the entrance to the 
west sidewalk of Eleventh street East, and 
that the sidewalk be paved with old brick, 
cost $125. 

Pensacola, Fla.—The City Engineer has 
been instructed to prepare specifications for 
the hardening of the following streets, and 
bids on the work will be asked for Ninth 
avenue, Reus street and Spring street. 

Pensacola, Fla.—A new ordinance pro- 
viding for the paving of streets in Pen- 
sacola has been introduced in the Council 
and will be passed, calling for the paving 
of about twenty miles of streets,. covering 
all the business section and much of the 
residence portion; city will pay one-third 
or about $250,000 of the paving and the 
property owners the remaining $500,000. 

Clarkesville, Ga.—Citizens have voted 
$8,000 bonds for macadam street paving.—J. 
H. Sutton, City Clerk. 

Savannah, Ga.—The Fark and Tree Com- 
mission has petitioned Mayor Tiedeman 
and Board of Aldermen for $26,437 for im- 
provements at Bonaventure Cemetery; 
these will include construction of 26,693 
square yards of gravel roadway, to cost 
$6,990; ellipse connecting Christian and 
Hebrew cemeteries, $11,847, and 7,600 yards 
of concrete sidewalks, $7,600.—John ‘ 
Howard, City Engineer; D. P. Daffin, Chair- 
man, 

Quincy, Ill.—Council has passed ordi- 
nances for a granitoid pavement on Seventh 
street, sidewalks on Jackson street and the 
establishment of a grade on same street 
between Fifth and Seventh. 

Clinton, Ind.—A resolution passed by the 
City Council provides for the building of 
sidewalks in a number of streets in Clin- 
ton, aggregating about fifteen miles of 
walk. <A. M. Danely, of Champaign, IIL, 
has been employed as City Engineer to 
oversee the work after contracts are let. 

Crown Point, Ind.—Town Board has 
passed an ordinance for the paving of 
Grant and Clark streets with macadam. 

Evansville, Ind.—The Board of Public 
Works has received numerous petitions for 
sidewalks. 


Marion, Ind.—Board of Works has in- 
structed the City Civil Engineer to prepare 
specifications for the improvement of Wa- 
bash avenue with crushed stone, stone 
curbing set and brick gutters put in; also 


to prepare specifications for the improve- 
ment of the alley between Spencer and 
Euclid avenues, from A street to Wabash 
avenue, and for a cement sidewalk on Nel- 
from Garfield 


son street five feet wide, 





street to D street on the north side of 
Nelson street. 

Vevay, Ind.—E. M. Campbell, Sons & Co., 
of Indianapolis, have been granted the $8,- 
950 York Township bonds. 

Cedar Rapids, la.—Council has decided to 
pave the Eighth avenue district with tar 
macadam. 

Des Moines, la.—High street residents 
have petitioned for the regrading and pav- 
ing of the street. 

Farragut, la.—City has ordered wooden 
sidewalks replaced at once by cement. 

Ft. Madison, la.—Plans have been pre- 
pared by the Iowa Engineering Company, 
consulting engineers, Clinton, for a com- 
plete system of street and sidewalk grades; 
a large amount of cement sidewalk work is 
being considered. 

Knoxville, la.—City is considering con- 
struction of twelve blocks of pavement.— 
Marsh Gardener, Street Commissioner. 

Sioux City, la.—Council is considering 
purchase of a street repairing machine; 
cost $500; also has passed ordinances for 
curbing and guttering Virginia street and 


paving Thirteenth street; also adopted 
resolution to gutter and curb Twenty- 
fourth street. 

Lawrence, Kan.—Council has decided to 


pave Hancock, Morris and Euclid streets 
and alley east of New Hampshire street.— 
F. D. Brooks, City Clerk. 

Lawrence, Kan.—Council is considering 
issuance of $15,950.58 internal improvement 
bonds for paving Henry, Vermont, Rhode 
Island and Louisiana streets; also an or- 
dinance for paving Tennessee street; cost 
$3,400 

Franklin, La.—Council has 
paving of Wilton and Adams 
concrete. 

Jennings, La.—Citizens of Calcasieu Par- 
ish, Ward 10, have voted to improve roads. 

Mansfield, La.—Citizens will vote on $30,- 
000 bonds for the building of good roads. 


New Orleans, La.—The Street and Land- 
ings Committee has favorably reported ordi- 
nance providing for the paving of Con- 
stance, Laurel, Alexander and Valmont 
streets; also sidewalks on Teche street. 

Augusta, Me.—Council is considering the 
macadamizing of Sewall street, grading and 
concreting sidewalks on Myrtle street, ex- 
tension of Capitol street and numerous pe- 
titions for sidewalks. 

Baltimore, Md.—The State Commission 
has ordered’ plue prints for the construction 
of two miles of road in Cecil County; also 
plans for other similar average sections in 
four or five other counties of the State in 
different sections; Commission wishes to 
find out how much money will be needed to 
construct entire system. 


ordered the 
streets with 
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Baltimore, Md.—The Second Branch has 


passed ordinances for the paving of Port, 
Hollins and Catharine’ streets. 

Baltimore, Md.—The Forest Park High- 
land Company, J. A. Neugebauer, repre- 
sentative, has had plans prepared calling 
for the laying out of 35 building blocks and 
nine streets, the development of which and 
actual street construction will be borne by 
the company at a cost of $125,000. 

Baltimore, Md.—The United Democratic 
Club of the Twenty-fourth ward passed a 
resolution advocating the improvement of 
paving Fort avenue, from Hanover street 
on — west to Fort McHenry gate on the 
east. 

Adams, Mass.—Town has voted $9,000 for 
highway repairs and $3,000 for sidewalks. 

Boston, Mass.—The Board of Street Com- 
missioners has decided to lay out and con- 
struct highways on Dons, Melbourne and 
Pernhollow streets, Dorchester: G. E. Em- 
erson, Superintendent of Streets. 

Fall River, Mass.—State Highway Com- 
missioners have appropriated $2,800 toward 
the building of a road from the foot of the 
new bridge at Riverside avenue to Brayton 
avenue, a distance of 1,186 feet.—F. M. 
Chance, Chairman County Commissioners. 

Gloucester, Mass.—Municipal Council is 
considering the proposed construction of a 
road to Rust’s island. 

Lawrence, Mass.—City will consider pav- 
ing of Lowell street; cost, $4,000. 

Lowell, Mass.—The Board of Aldermen 
has passed, over the veto of Mayor Brown, 
resolution to borrow $641,600 to pave Merri- 
mac, Bridge and Middlesex streets. 

South Hadley Falls, Mass.—The Select- 
men are considering extending the State 
road from the common at Center to Pom- 
eroy’s corner in Amherst; State Highway 
Commission has voted $5,700; $5,000 will be 
spent on the road, the remainder on sur- 
veying and other work. 

Port Huron, Mich.—Kimball Township 
has voted $25,000 bonds for roads and 
bridges. 

Bovey, Minn.—Council has decided to 
macadamize Main street for two and a half 
blocks; also to pave Second street and 
Seventh avenue, cost about $20,000. 

Duluth, Minn.—Council has decided on tar 
macadam as a paving material for Twen- 
tieth avenue east. 

Minneapolis, Minn.—Senate has passed 
bill to establish a stone crusher at St. 
Cloud to be operated by reformatory in- 
mates; crushed rock would be distributed 
throughout State for improving highways. 

Minneapolis, Minn.—The Clinton Avenue 
Improvement Association is urging the 
curbing and guttering of Clinton avenue.— 
S. H. Finley is interested. 

St. Paul, Minn.—Sandstone paving will 
be substituted for the present asphalt on 
Fourth street between Broadway and St. 
Peter streets, providing that too much op- 
position is not encountered from property 
holders by the Board of Public Works. 

St. Paul, Minn.—The Board of Public 
Works has decided to macadamize a por- 
tion of Como avenue; cost $27,000. 

Meridian, Miss.—The Municipal Board 
has adopted a resolution that the City At- 
torney be requested to at once prepare a 
charter amendment providing for a general 
paving scheme covering the following 
points: First, authority to pave either by 
contract or by the city authorities any or all 
of the streets of the city with such material 
as the boards may designate; Second, au- 
thority to issue bonds to pay for said sur- 
vey; Third, that the boards in any scheme 
of paving shall give preference to the 
streets heretofore designated in the charter 
amendment, which has already been adopt- 
ed; Fourth, all other necessary powers to be 
given the boards as will enable them to 
continue the scheme of paving entered upon 
until all the streets necessary to be paved 
shall have been dealt with. 

Scranton, Miss.—The Interstate Roads 
Congress is considering the construction of 
a permanent good road between this city 
and Mobile.—Hon. John Craft, Mobile, 
Chairman. 

Scranton, Miss.—Council has passed a 
resolution authorizing $40,000 bonds for 
the extension of street improvements. 

Carthage, Mo.—Council has adopted an 
ordinance authorizing the construction of 
stone walks on Centennial avenue. 

Springfield, Mo.—Council is considering 
ordinance authorizing the City Engineer to 
call for bids for the construction of brick 
pavement on College street. 

Atlantic City, N. J.—Council will consider 
ordinances for paving a large number of 
avenues with bitulithic. 

Belleville, N. J.—Surveyors of Highways 
will lay out a street to run from Cortland 
street to Washington avenue. 

Gloucester, N. J.—Council is considering 
opening of Bergen street.—Michael Walsh, 
Chairman Committee on Opening Streets. 

Jersey City, N. J.—The Twelfth Ward 
Improvement Association is urging the re- 
pairing of belgian block pavements on 
Central and Summit avenues. 


Kearny, N. J.—Bids will be received May 
13 for $125,000 street and Town Hall bonds. 

Newark, N. J.—The Board of Works has 
decided to open several streets in the Park- 
view section; this is first definite step 
toward the improvement of a 300-acre tract 
in this section. 

Newark, N. J.—The Board of Works has 
instructed Chief Engineer Sherrerd to esti- 
mate the cost of laying a wide street over 
the canal from Broad street to River 
street. 

Newark, N. J.—The Board of Street and 
Water Commissioners has decided to grade 
and curb South Thirteenth street, Haw- 
thorne place and Jeffrey place, and to open 
New York avenue.—M. R. Sherrerd, Chief 
Engineer. 

Paterson, N. J.—City will help the county 
to pave Main street from the Newark 
branch crossing of the Erie Railroad to 
Crooks avenue. 

Perth Amboy, N. J.—The Board of Alder- 
men is considering the paving of Kearney 
avenue; Street Committee has been em- 
powered to purchase 200 tons of crushed 
stone. 

_ Plainfield, N. J.—Council has decided to 
improve portions of six streets with per- 
manent and durable macadam pavement. 

Trenton, N. J.—Mayor Madden has signed 
ordinance authorizing the paving of Murray 
street, and the Street Committee has de- 
cided to advertise for bids for macadamiz- 
ing Murray street and for asphalt pave- 
ments on Fall and Decatur streets. 

Vailsburgh, N. J.—The Road Committee 
of the County Board of Freeholders has 
decided to oil South Orange, Sanford and 
Stuyvesant avenues and Grove street. 

Weehawken, N. J.—Governor Franklin 
Fort has signed the Weehawken short road 
bill which authorizes freeholders to raise 
$50,000 bonds to be spent in the construction 
of a road that will do away with the zig- 
zag course that has to be taken at the pres- 
ent time to reach the Weehawken ferry 
from the Bull’s ferry road on Weehawken 
Heights. 

Woodbury, N. J.—Citizens are urging the 
paving of the balance of South Broad street 
with bitulithic. 

Albany, N. Y.—The State’s share of the 
expense of repairing highways through the 
State has been estimated at $1,397,000; As- 
semblyman Merritt has introduced a bill 
carrying an appropriation for that amount. 

Geneva, N. Y.—The Board of Public 
Works is considering the paving of Lock- 
land road; cost, $9,000. 

Lockport, N. Y.—The Board of Super- 
visors has adopted resolution providing for 
the improvement of the Ridge road. 

New York, N. Y.—N. P. Lewis, Chief En- 
gineer Board of Estimate, has tentatively 
completed plan for extending the Eastern 
Parkway extension from Highland Park in 
East New York to Forest Park in Queens. 

Niagara Falls, N. Y.—The Niagara Coun- 
ty Supervisors favored the Ridge road as 
the one to be improved by the State 
through this County. 

Niagara Falls, N. ¥Y.—Council will receive 
petitions for sidewalks until May 15. 

Niagara Falls, N. Y.—The following roads 
will be improved in Niagara County this 
year: Shawnee-Cambria road, length 2 2/3 
miles; Sanborn-Pekin road, 2 7/50 miles; 
Lockport-Tonawanda Creek or Akron road, 
10 3/50 miles; Gasport-Hartland road, 2% 
miles; Olcott-Lockport road, No. 1 section, 
8.67 miles; No. 2 section, same road, 2.15 
miles; McNalls Corners to Gasport, 2.35 
miles; town line of Lockport to Pendleton, 
3.45 miles; Pendleton town line to Tona- 
wanda Creek, 4.72 miles. 

North Tonawanda, N. Y.—City is consid- 
ering the paving of Vandervoort street at 
a cost of $33,000. 

Ogdensburg, N. Y.—The Board of Public 
Works will improve North Water street. 

Poughkeepsie, N. Y.—The Board of Public 
Works has decided to lay wood block on a 
concrete foundation on Church and Union 
streets. 

Rensselaer, N. Y.—City has awarded $17,- 
945 paving bonds to W. N. Coler & Co. at 
$103.176. 

Rochester, N. Y.—Property owners of Mt. 
Hope avenue are considering the need of a 
new pavement. : 

Rochester, N. Y.—Council has passed or- 
dinance providing for the paving of Ply- 
mouth avenue; cost, $46,000. 

Rochester, N. Y.—Council has decided to 
pave East avenue with asphalt and bitu- 
minous stone. ; 

Schenectady, N. Y.—Aldermen Luckhurst, 
Secor, Tennerholm, Woods and Buhrmaster 
have -been appointed to ascertain the prac- 
ticability of street asphalt repair plants now 
in use, with a view to establishing one. 

Schenectady, N. Y.—The Committee on 
Roads and Bridges has reported formally on 
the grading, curbing and paving of Hege- 
man street, and the construction of side- 
walks in Swan street, Lenox road and Villa 
road. 

Syracuse, N. Y.—The estimated cost of 
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two pavements about to be built have been 
compiled by the Department of Public 
Works upon which the local improvement 
assessments will be levied as soon as the 
kind of materials to be used have been des- 
ignated for the pavement proposed to be 
laid in Grace street from Oswego street to 
Delaware street, the cost of sandstone 
block or creosoted wood block has been fixed 
at $30,900, and asphalt, vitrified brick or 
block, bituminous macadam or bitulithic, at 
$22,720; if either of the former is used on 
the sides of the street with brick in the rail. 
road strip, the estimated cost would be re- 
duced to $26,875, and if any of the latter 
were used with brick between the rails, 
$19,775 would be the estimate; paving of 
Stolp avenue from Summit avenue to Dud- 
ley street is estimated to cost $14,245 if 
sandstone block or creosoted wood block is 
adopted, and $10,290 if asphalt, vitrified 
brick or block, bituminous macadam or bit- 
ulithic is used. Using brick in the railroad 
strip would reduce the first estimate to $12,- 
270 and in the last case it would reduce it 
to $8,850. 

Troy, N. Y¥Y.—The Board of Contract ana 
Supply has rejected all bids received for 
furnishing trap rock and screenings for the 
improvement of Fifth avenue, North End; 
new bids will be received later. 

Utica, N. Y.—Council has adopted ordi- 
nances for the paving of Canal, Jap, Blon- 
dina and Lansing streets, Hamilton and 
Conkling avenues and Brayton Park Place. 

Utica, N. Y.—Council has ordered arti- 
ficial sandstone walks constructed on La- 
fayette, Columbus and Genesee streets. 

Waterford, N. Y.—Town will vote on a 
$300 appropriation to purchase gravel for 
streets and to construct, repair and main- 
tain crosswalks, catchbasins and sewers. 

Carthage, N. C.—Citizens of McNeill’s 
Township have voted $15,000 road bonds.— 
Arthur S. Newcomb, Southern Pines, Act- 
ing Mayor. 

Goldsboro, N. C.—Citizens will vote June 
14 on $150,000 of bonds for street and side- 
walk paving. 

Alliance, O.—City has awarded to the 
Alliance Bank Company _ $21,500 street im- 
provement bonds and $15,500 paving bonds. 

Ashtabula, O.—Council will pave Oak 
street with vitrified brick, on either slag 
or concrete foundation.—F. Wagner, 
Clerk. : 

Bucyrus, O.—Council has decided to im- 
prove Mansfield and Poplar streets.—Aug. 
Broemel, Clerk. 2 : 

Canton, O.—County Auditor Oberlin is 
urging the paving of the entire Canton- 
Massillon road. 

Cincinnati, O.—City Engineer J. H. Sund- 
maker has prepared estimates for paving 
a portion of Clifton avenue as follows: with 
bitulithic, $159,173, or wooden block, $191,- 
0 


3. 

Cincinnati, O.—Council has passed resolu- 
tions providing for the paving of portions 
of Clinton Springs, Hermosa, Craig ave- 
nues, Sixth, North, Barr, Smith and Elmore 
streets. , 

Cincinnati, O.—Citizens will vote May 11 
on $2,310,000 bonds for resurfacing and im- 
proving existing streets and public high- 
ways.—John Galvin, Acting Mayor. 

Cincinnati, O.—Citizens will vote May 11 
on $846,500 bonds to pay the city’s portion 
of abolishing grade crossings.—John Galvin, 
Acting Mayor. 

Cleveland, O.—Citizens have defeated 
proposition to abolish grade crossings. 

Cleveland, O.—Bids will be received May 
1, 11 A. M., for $25,850 41%4 per cent. seml- 
annual Wooster road No. 2 improvement 
bonds.—W. F. Black, Clerk Cuyahoga 
County Commissioners. : 

Columbus, O.—The General Assembly will 
be asked next winter to appropriate from 
$3,000,000 to $5,000,000 for a great cross State 
highway; State Highway and State Auto- 
mobile Departments are behind the move- 
ment. a e 

Columbus, O.—Bids will be received April 
30 for the purchase of $38,000 of 4 per cent. 
road bonds.—F. M. Sayre, Clerk Board 
Franklin County Commissioners. 

Columbus, O.—The Service Board has 
prepared plans and will let nearly 200 strect 
paving contracts immediately; over $1.000.- 
000 will be spent.—Engineer Maetzel. , 

Dayton, O.—Council has decided to im- 
prove Newcom and Wayne avenues ant 
Hickory street.—C. P. Floyd, Clerk. Pa 

Dayton, O.—The Board of Service has 
asked for $40,000 to repair the paved and 
unpaved streets of the city. . 

Dayton, O.—Three paving estimates have 
been submitted to the Service Board, b) 
City Engineer Cellarius, as follows: Firs! 
alley north of Herman avenue, asphalt, $3.- 
872.50; brick, $3,118. Helena street, asphait, 
$4,872; brick, $4,211. East Second, asphalt 
$4,578.64; brick, $4,037.50. ‘= 

Grafton, O.—Bids will be received May ! 
for the purchase of $20,000 5 per cent. road 
improvement bonds.—J. B. roesen, Cler* 
Commissioners. bs 

Greenwich, O.—Council is considering t''° 
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paving of Main street; citizens will vote on 
$40,000 bonds for piking the roads around 
the city. 

Lima, O.—Council has passed legislation 
for the paving of streets which aggregate 
in the estimates an expenditure of $550,- 
000 during the coming summer. 

Mansfield, O.—Bids will be received May 
7, noon, for $39,200 general street improve- 
ment bonds.—W. S. Bradford, City Auditor. 

Mansfield, O.—City will pave Marion, 
South Diamond, West Sixth and East Arch 
streets, Penn and Washington avenues. 

Massillon, O.—Citizens are considering the 
advisability of constructing a brick road 
from the corporation line to the west end of 
West Brookfield; distance, 1% miles; esti- 
mated cost $8,000 a mile.—David Levers, 
Chairman Committee. 

Piqua, O.—Council has ordered the im- 
provement of Caldwell street.—J. C. Hughes, 
Mayor. 

Salem, O.—City is considering the paving 
of Wilson street. 

Sidney, O.—City has awarded $20,000 
street improvement bonds to the Central 
Trust and Safe Deposit Company of Cincin- 
nati. 

Toledo, O.—Bids will be received by Lucas 
County Commissioners, May, 7, 10 a. m., for 
$60,000 bonds for repairing roads.—D. T. 
Davies, Jr., Auditor. 

Toledo, O.—The Council Committee on 
Public Improvements has endorsed resolu- 
tions providing for the opening of Hawley 
street, by means of a subway; cost, $45,000; 
opening of Post street, $35,000; extension of 
Albion street, $8,000; improvement of Bel- 
mont avenue, $4,000; extension of Arendale 
avenue, $3,000; also the extension of South 
Main street. 

Toledo, O.—Bids will be received until 
May 5 for $55,000 boulevard bonds.—Amos 
McDonnall, City Auditor. 

Upper Sandusky, O.—Bids will be re- 
ceived May 5 for $23,000 bonds for improv- 
ing a road in Jackson and Marseilles town- 
ships.—J. N. Traxler, County Auditor. 

Albany, Ore.—City is considering plans 
for additional paving, including Lyon street. 

Weston, Ore.—Plans are under discussion 
for macadamizing Main street in this city. 

Carbondale, Pa.—Mayor A. L. Salem has 
recommended that $3,000 be expended in 
the building of permanent roadways and 
$2,000 for temporary repairs; also the issu- 
ing of bonds for the repaving of Salem ave- 
nue and North Main street. 

Franklin, Pa.—Council has passed ordi- 
nances providing for the paving and curb- 
ing of William and Adam streets; the 
Mayor is receiving bids for 31,719 square 
feet cement paving and 7,982 square feet 
of brick curbing. 

Gallitzin, Pa.—Council has decided to is- 
sue $8,000 bonds to pay for the paving of 


Main, Chestnut, Jackson and Church 
streets. 
Harrisburg, Pa.—Council is considering 


the paving of Seventh street and the open- 
ing of Bond street. 

Harrisburg, Pa.—Springfield Township 
has appropriated $6,000 for highway im- 
provements.—J. W. Hunter, State Road 
Commissioner. 

Ingram, Pa.—Council has passed an ordi- 
nance authorizing the grading, curbing and 
paving of Prospect avenue.—D. H. Haines, 
Secretary. 

Johnstown, Pa.—Council is considering a 
resolution authorizing the $1,000,000 bond 
issue for street, river and sewer improve- 
ments as recommended by Mayor Wilson. 

Mt. Carmel, Pa.—Council has passed a 
resolution providing for the paving of a 
portion of Oak street. 

Pittsburg, Pa.—Judge L. L. Davis has 
affirmed the amounts to be spent in the 
improvement of county roads which the 
County Commissioners had presented to 
the grand jury. They are as _ follows: 
Long Run road, Versailles Township, cost 
$56,744; Clifton Library road, St. Clair, 
Bethel and Snowden townships, $93,000; 
Braddock and Greensburg pike connecting 


road, Braddock and Wilkins townships, 
$166,035; Bakerstown and Valencia road, 
Richland and Pine townships, $89,000; 


Dravosburg extension line to Washington 
County line, Jefferson Township, $31,000; 
Lock No. 3 and Elkhorn road, Forward 
Township, $74,000; Steubenville pike exten- 
Sion road No. 2, North Fayette Township, 
$114,500; Steubenville pike and Imperial 
connecting road, North Fayette and Find- 
ley townships, $13,000; Greensburg pike 
road No. 2, North Versailles Township, 
$79,000; Stoops Ferry-Shousetown exten- 
Sion road, Crescent Township, $27,000; Ben 
Avon and Lowries Run road, Kilbuck and 
Chio townships, $40,000. Commissioners 
Will begin the season’s work on the roads 
Within two weeks. 

“ittsburg, Pa.—The Finance Committee 
has adopted Councilmanic bond ordinance 
appropriating $15,000 for regrading Ninth 
Street; also $36,500 for elevating Sandusky 
Street above flood level. 

Reading, Pa.—Council is considering the 
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paving of Spruce street; laying of side- 
walks on Princetown road. 

Scranton, Pa.—Bids will be invited for the 
repair and maintenance of the city’s as- 
phalt streets; plans and specifications have 
been prepared, giving three years as the 
length of contract, and the per yard system 
is specified.—C. V. Terwilliger, Director 
Public Works; W. A. Shunk, Acting City 
Engineer. 

Speers, Pa.—Council has decided to grade 
Carson, Spero and State streets; citizens 
are urging the paving of these streets. 

Uniontown, Pa.—Citizens will vote on 
$125,000 4 per cent bonds for street im- 
provements. 

Versailles, Pa.—Council has ordered the 
paving of Walnut street. 

Wellsboro, Pa.—Town 
tend street paving. 

Williamsport, Pa.—Council is considering 
resolutions authorizing the Highway Com- 
mittee to advertise for bids for repaving 
asphalt streets of the city with asphalt, 
brick or wooden blocks; also for paving 
Hepburn street and grading and widening 
Railway street. 

York, Pa.—Franklin Township residents 
are making an effort to have the mile of 
highway which passes through the village 
of Clear Spring improved with State aid. 

Knoxville, Tenn.—Council has appro- 
priated $1,000 for paving Wall street and 
$4,171 for opening five streets. 

Knoxville, Tenn.—City will advertise for 
bids, Apr. 30, for paving between six and 
seven miles of streets under the abutting 
property law; Council has accepted peti- 
tions for twenty-seven improvement dis- 
tricts. 

Memphis, Tenn.—Council is considering 
ordinances for the improvement of the fol- 
lowing streets: Mississippi, to be paved with 
brick at a cost of $38,343, or $2.95 a front 
foot; Lauderdale, to cost $91,270, or $4.62 a 
front foot; McLemore, brick, to cost $3.46 a 
foot; Rayburn boulevard, with brick, to 
cost $38,356, or $2.90 a foot; Polk street, 
with concrete, to cost $32,046, or $2.55 a 
foot; Alston, with brick, to cost $46,762, 
or $5.85 a foot; North Main street, with 
mineral rubber, at a cost of $35,000, or $3.08 
a foot, and Lauderdale at a cost of $11,783, 
or $1.48 a foot, the paving to be of gravel. 

Nashville, Tenn.—City has sold $125,000 
suburban street bonds to A. B. Leach & 
Company, Chicago, at a premium of $8,238. 

Rockwood, Tenn.—Citizens will vote May 
15 on issuance of $28,000 bonds for improve- 
ment of certain streets and schools. 

Austin, Tex.—Travis County Commis- 
sioners will soon begin work on proposed 
road improvements, for which $100,000 bonds 
have been voted; Commissioners will soon 
advertise for proposals on construction of 


has voted to ex- 


five miles of road.—R. E. White, County 
Judge. 
Beaumont, Tex.—Extensive plans for 


street paving are being made here, as the 
new charter has a provision which will 
enable the movement to be carried through 
successfully. 

Canadian, Tex.—Citizens will vote on 
$80,000 bonds to pave Main street, a dis- 
tance of one mile, and to put in a first- 
class water works system. 

Cisco, Tex.—Citizens are urging the lay- 
ing of concrete walks over the entire town. 

Cleburne, Tex.—Citizens are urging the 
construction of a piked road from this city 
to Glen Rose. 

Dallas, Tex.—City is considering the re- 
pairing of South Harwood street with 
Jacksboro rock. 

Fort Worth, Tex.—Bids will be called 
very soon for the paving of Main street 
from railroad crossing to Twenty-fifth 
street, also portions of Central and Ex- 
change avenues.—L. G. Pritchard, Chair- 
man North Side Paving Committee. 

Wichita Falls, Tex.—Citizens have sanc- 
tioned proposed calling of election on the 
issuance of $17,500 bonds for street paving. 

Salt Lake City, Utah.—Board of Works 
has been instructed to advertise for bids 
for the paving of West Temple street from 
Fifth «to Ninth street; cost, $89,264.67. 

Abingdon, Va.—Citizens have voted $24,- 
000 bonds for improving roads. 

Danville, Va.—Citizens will vote on $85,- 
000 bonds; of the amount $50,000 will be 
used for paving West Main street, and $10,- 
000 for the improvement of Worsham street. 

Norfolk, Va.—The Board of Control has 
received numerous petitions for street im- 
provements in various sections of the city. 

Richmond, Va.—The Board of Supervisors 
has decided to construct a boulevard along 
the Carey street road outside of the city 
limits; distance, 2144 miles; probable cost, 
$10,000. 

Winchester, Va.—Warren County Board 
of Supervisors has decided to call an elec- 
tion on $30,000 bonds for good roads. 

Bellingham, Wash.—City Engineer H. 
W. Troutman has submitted estimates for 
paving Grand avenue as follows: Asphalt, 
$19,595; brick, $22,672, and creosoted wood 
blocks, $21,813. 

Seattle, Wash.—City Engineer 


R. H. 
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Thomson has estimated the cost of concrete 
sidewalks on Hanford street at $18,500, and 
for grading and curbing on West Stevens 
steaat $111,465, and in East Fortieth street, 

Seattle, Wash.—Council has authorized 
the paving of Market street, Ballard; cost 
$100,000; also is considering ordinances ap- 
propriating $1,000 to aid in planking Thir- 
teenth avenue, southwest; $50,000 to aid 
in regrading Denny Hill; ordinance appro- 
priating $3,200 for replanking Northlake 
avenue and others have been passed. 

Tacoma, Wash.—Council has passed an 
ordinance forming an improvement district 
for the construction of sidewalks on East 
F, G, Harrison and Morton streets; also or- 
dinances for the improvement of several 
streets. 

Tacoma, Wash.—The Street and Alley 
Committee has granted petition for paving 
of Tacoma avenue and other streets; also 
grading South D, East J, and South Fifty- 
second street. 

Puyallup, Wash.—Council has decided to 
pave certain streets of the downtown dis- 
trict at a cost of $65,000. 

Vancouver, Wash.—Secretary of War J. 
M. Dickinson has made an allotment of 
$20,000 to improve Reserve street from the 
Columbia River to the military reservation 
and the road along the north end of the 
reservation in front of the military ceme- 
tery. 

Kenova, W. Va.—J. J. Cavendish and R. 
L. Mullen will prepare drawings and esti- 
mates for the surveying of the streets. 

Hamilton, Ont., Can.—City will spend 
about $120,000 on street improvement work. 

Tiibury, Ont., Can.—Council has ordered 
surveys made for paving Queen street. 


BIDS RECEIVED AND CON- 
TRACTS AWARDED 


Decatur, Ala.— Morgan county has 
awarded contract to Crinkley & Goodrich, 
Harrman, Tenn., for construction of 27 1-2 
miles of roads. 

Pasadena, Cal.—The decision to harden 
Davis street from Gadsden to Lee street 
and on Lee street to Ninth avenue was 
amended so as to continue the work one 
block further north; Charles Merritt, who 
submitted a bid of $3,800 for this work, 
has agreed to reduce his bid $700 if the 
city will provide him with a clay pit on 
East Hill. The matter was referred to 
the Chairman with instructions that he 
take up the matter with the Finance Com- 
mittee with a view to purchasing a clay 
pit on Kast Hill. 

Sacramento, Cal.—The Board of Super- 
visors has decided to award the contract 
for constructing six miles of Placerville 
road and seven miles of the Jackson road 
to the McGillivray Construction Company, 
of Sacramento, at $29,503 and $47,386, re- 
spectively. 

Stockton, Cal.—The Clark & Henery Con- 
struction Company, of Stockton, has se- 
cured the contract bids opened April 12 for 
paving Center street with asphaltic con- 
crete at 18% cents per square foot.—A. C. 
Russell, City Clerk. 

Bridgeport, Conn.—The Streets and Side- 
walks Committee has rescinded its former 
action in awarding contract for furnishing 
American creosote wood blocks for paving 
Main street, and has again awarded con- 
tract to the U. S. Wood Preserving Com- 
pany, of New York, N. Y. 

Carbondale, Ill.—A. F. Franks, of Jack- 
sonville, has secured contract, bids opened 
April 14, for 29,976 square yards brick 
pavement, 17,546 linear feet, stone curb and 
4,655 feet 12 to 30-inch sewer, for about 
$70,000. 

Chicago, Ill—Joseph Hanreddy appar- 
ently is the low bidder for the paving with 
brick of State street from 39th to 63d 
street; on the face of the bids opened 
by the Board of Local Improvements he 
is $4,000 lower than the next firm. The 
job is one of the largest of its kind ever 
awarded in Chicago, the Engineer’s esti- 
mate being $270,000 and the bids appar- 
ently running about $210,000. The award 
of the contract will not be made _ until 
after the return from Springfield of Col. 
H. S. Dietrich, President of the Board. 
Hanreddy’s bid was $2.13 a yard for brick 
paving. The next lowest bid was that of 
the Citizens’ Construction Company, at 
$2.18. The Parker-Washington company 
poy $2.19, and James A. Sackley company 


Joliet, I!l.—The Board of .Local Improve- 
ments has let the contract for the Whittier 
avenue macadam pavement to the Ross & 
Curtis Stone Company, its bid being about 
$18 in the aggregate below that of William 
Moran, the only other bidder. 

Fowler, Ind.—The Benton County Com- 
missioners have let contracts for building 


five new gravel roads as follows: Cook 
road, P. J. Kennedy, $8,769: Cyr road, 
George Matthews. $5,490; Carson road, 


John Haynes, $4,380; Cones road, George 
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Matthews, $3,140; Ballensiefer road, M. G. 
‘Lhompson, $8,487. 

Gary, Ind.—Mrs. Patrick Costello, city, 
has received the contract for grading what 
is known as the Filby road, near Valpa- 
raiso. Mrs. Costello is believed to be the 
only woman contractor in the state; the 
above contract calls for the grading of 
five miles of country road. 

Indianapolis, Ind.—The Board of Public 
Works has awarded contracts as follows: 
Bolton avenue, cement walks, F. W. Abel, 
65 cents; north side of Palmer street, ce- 
ment walks and curb, Marion >Caldwell, 
$1.14; Twenty-eighth street, cement walks 
and curb, A. D. Bowen and George W. 
Shelby & Co., each $1.21; Twenty-fourth 
street, cement sidewalk, John Jenkins, 59 
cents; Barnes avenue, cement walks and 
curb, M. Sapirie & Co., $1.21; local sewer 
in Dearborn street, Sheehan Construction 
Co., $1.19. 

Portiand, Ind.—The Countv Commission- 
ers have let gravel road contracts as fol- 
lows: Gardner road, Homer Teeters, $5,- 
970; Davis road, Bunker & Jones, $7,398. 
S. E. Davis was named as superintendent 
of the road bearing his name. 

Henderson, Ky.—The Fiscal Court has 
let the contracts for the working of the 
county roads; 550 miles, all told. The 
average price per mile was about $27, and 
the period was for two years. 

Lexington, Ky.—Bids were received by 
Mayor Skain for paving West Short street 
from Mill to Broadway with 33-inch wooden 
blocks, there being two bidders, the Home 
Construction Co., and the Headley Lumber 
Co. The bid of the Headley Lumber Com- 
pany was: $5.75 per cubic yard of con- 
crete work and $1.55 per paving yard of 
wooden blocks; that of the Home Con- 
struction Company was $4.50 per cubic 
yard of concrete work and $1.85 per paving 
yard of wooden blocks. 

Louisville, Ky.—Another batch of street 

contracts has been prepared for the sanc- 
tion of the General Council by the Board of 
Public Works; the contracts are for vitri- 
fied brick construction, and aggregate ap- 
proximately $17,100. They call for the orig- 
inal construction of the following streets by 
the following contractors: Goss avenue, 
from Texas avenue to the city limits, G. W. 
Gosnell, contractor; Oak street, from Swan 
street to the first alley east of Swan, Henry 
Zickel, contractor; Jarvis street, from Sev- 
enth to Berlin street, Fruin-Colnon Com- 
pany, contractor, and other street work not 
specified for publication, to cost approxi- 
mately $11,500, and awarded to G. W. Gos- 
nell. Contracts also will be approved, 
awarding the reconstruction of Wenzel 
street, from Main to Market street; Brook 
street, from Walnut to Green, and Grayson 
street, from Sixth to Seventh, to G W. 
Gosnell. They are to be reconstructed with 
brick. The bids range from $1.55 to $1.58 a 
square yard. 
_ Salisbury, Md.—The Standard Bitulithic 
Company, New York, has secured the con- 
tract for curbing, paving, underdraining 
and sewering portions of South Division 
and Main streets for about $20,000. 

Boston, Mass.—Proposals for trap rock 
to be used on Commonwealth avenue be- 
tween Cottage Farm and Warren street, 
and on the Fens and Riverway between 
Agassiz road and Huntington avenue were 
submitted to the Park Commissioners. 
Bids were as __ follows: Massachusetts 
Broken Stone Company, $1.78 the ton; 
Massachusetts Contracting Company, $1.80 
the ton; Brockton Trap Rock Company, 
$1.60 the ton. 

Fall River, Mass.—Contracts for furnish- 
ing 275,000 granite paving blocks for the 
Street Department have been awarded as 
follows: 50,000 to Ellis & Mignault at $60 
per 1,000; 50,000 to Flavien Cote at $63.90 
per 1,000, and 175,000 to Henry Savoie at $64 
per 1,000. 

Bay City, Mich.—The Board of Public 
Works has awarded contracts for paving 
with asphalt McKinley, Fifth ana LincolIn 
avenues, Jackson anfi Grant streets, to J. 
F. Hill, of Chicago, Ill., for $87,202, and to 
P. Ryan & Son for brick on Sixth street at 
$6,212. 

Carthage, Mo.—The contract for grading 
and graveling Valley street from Chestnut 
to Budlong was let to G. B. Wood for $900; 
Wood was the only bidder. 

Freehold, N. J.—J. L. Butcher & Son, 
Farmingdale, have secured contract for 
constructing three and three-quarter miles 
of the Allentown & Imlay storm gravel 
roads for $138,731. 

Jersey City, N. J.—The Street and Water 
Board, finding that the old asphalt pave- 
ment on lower York street is beyond repair, 
has awarded to Van Keuren & Sons the 
contract for the repaving of York street 
from Barrow to Hudson street with Bel- 
gian blocks on a concrete foundation. 

Newark, N. J.—Mayor Haussling has 
filed with the Clerk of the Board of Works 
without his signature, the resolution au- 
thorizing an amendment to the contract 
with the Newark Paving Company for the 
paving of South Fourteenth street, from 
Central avenue to Orange street, with 
wood block. The agreement was changed 
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to permit of, the substitution of a local 
make of wood block for a brand that had 
been originally specified. The effect of 
the action of the Mayor would be to have 
the contract executed without his approval, 
but City Auditor George Forman has noti- 
fied the Board of Works that he considers 
the proceedings leading up to the letting of 
the contract as illegal and that he will re- 
fuse to pay any warrants for the work. 

City has awarded a contract for the pav- 
ing of Mt. Prospect avenue with brick to 
the Jersey Paving Corporation at $39,959. 

Plainfield, N. J.—The Weldon Construc- 
tion Company, of Rahway, was awarded 
contract by the Union County Board of 
Freeholders to build wing walls on the 
Church street bridge, Rahway, its bids 
being the lowest; the company’s bid was 
$172.50 for the concrete work and 47 1-2 
cents per cubic yard for filling; Arthur E. 
Smith, city, was second lowest, his bid 
being $227.50 for the concrete work and 
forty cents a cubic yard for filling. 

Westville, N. J.—Bids were received 
April 14 as follows bv the County for re- 
surfacing 1-2 mile of macadam road: Mc- 
Govern Contracung Co., Trenton, N. J., 
$6,677; New Jersey Contracting and Con- 
struction Co., Camden, N. J., $4,968; J. F. 
Shanley Co., Philadelphia, $3,604.—William 
M. Carter, Woodbury, N. J., Engineer. 

Brooklyn, N. Y.—The Barber Asphalt 
Company, 30 Church street, New York 
City, has secured contract for repavirng 
with asphalt portions of Fulton street and 
Flatbush avenue, bids opened April 7 by 
Bird S. Coler, President Brooklyn Borough, 
at the following bid: 21,284 square yards 
asphalt pavement, outside railroad area 
five years maintenance, 951% cents; 3,006 
square yards asphalt pavement within rail- 
road area, no maintenance, 88% cents; 93 
square yards old stone pavement, relaid in 
approaches, etc., 40 cents; 2,967 cubic 
yards concrete, outside railroad area, $5.80; 
419 cubic yards concrete, within railroad 
area, $5.80; 3,846 linear feet new curb, set 
in concrete, $1; 1,854 linear feet old curb, 
reset in concrete, 60 cents; 2 noiseless 
manhole heads and covers, $16; 20,886 
square feet cement sidewalks, 16 cents; to- 
tal, $50,995. Totals of other bids: Cranford 
Company, 190 Montague street, Brooklyn, 
$51,101; Brooklyn Alcatraz Asphalt Com- 
pany, 407 Hamilton avenue, Brooklyn, $51,- 
231; Uvalde Asphalt Paving Company, 1 
Broadway, New York City, $60,311; Warren 
Asphalt Paving Company, $53,118. 

New York, N. Y.—The following are the 
lowest bids opened by the Department of 
Parks, April 15, for furnishing and deliver- 
ing Roa Hook gravel on parks and park- 
ways of Manhattan Borough. Roger L. 
Young, 17 Battery place, $18,500, and re- 
pairing asphalt pavement in Manhattan 
Borough where directed, the Sicilian As- 
$7 829 Pavement Company, 41 Park row. 
7,522. 

Poughkeepsie, N. Y.—Bids for carting 
brick were opened and read as follows: 
Henry Clinton will unload, cart and pile 
up bricks, taking them from the C. N. E. 
R. R. station to Cottage street for $1 per 
thousand; from same station to South ave- 
nue, $2.25 a thousand; from N. Y. C. sta- 
tion to south avenue, $2.50 a thousand. 
John McLindon, from C. N. E. station to 
South avenue, $3.25 per thousand; from 
same station to Cottage street, $2 per thou- 
sand. George Nagengast, from C. N. ; 
station to South avenue, $2.20 per thou- 
sand; from same station to Cottage street, 
$1.50 a thousand; from N. Y. C. station to 
South avenue, $2.20 a thousand. The con- 
tract calls for handling between 500,000 and 
1,000,000 brick. It was awarded to Henry 
Clinton, as the lowest bidder on the entire 
job. 

Syracuse, N. Y.—The Board of Contract 
and Supply, April 19, awarded the largest 
single walk building contract let in some 
years. The improvement is to be made in 
one section of the Fourteenth Ward, and 
includes the construction of a cement walk 
on both sides of South Clinton street from 
Temple street to Tallman street, and on 
both sides of Taylor street from South Sa- 
lina to Midland avenue, involving the lay- 
ing of 27,100 square feet of concrete, and 
was awarded to John Barr at his offer of 
9 cents a foot, a total of $2.439. 
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Utica, N. Y.—The Board of Contract and 
Supply has awarded contract for repairing 
and patching with asphalt such streets or 
parts of streets as the Commissioner of 
Public Works shall designate aurmg 19vy 
to the Barber Asphalt Paving Company by 
its attorney, John G. Sweeney, at the rate 
of $1.25 per square yard. This arrange- 
ment is considered very advantageous to 
the city. The price paid last year was $1.44 
per square yard. The contractor agrees to 
patch or repair the base with concrete in 
any part of any street at $5 per cubic yard. 

Norwalk, O.—The Trustees of Lyme 
township have awarded contract for im- 
proving the Goodrich road to G. S. North 
& Son; there were three bidders and the 
job of hauling the stone and spreading same 
was awarded to North & Son, for 20 cents 
per ton; road improvement commences at 
the corporation line and extends east one 
mile and 800 feet to the Hamilton road; 
road is to be made of two-inch crushed 
stone and is to be eight feet wide and ten 
inches deep, the stone to be covered with 
screenings; stone will be delivered on the 
cars to the siding beyond the Nickel Plate 
stock yards, making a short haul. 

_ Muskogee, Okla.—The Heman Construc- 
tion Company has been awarded contract 
for paving District No. 65 and P. J. Mc- 
Nerney for District No. 66. 

Portland, Ore.—Barber Asphalt Paving 
Company has been awarded a contract for 
paving Hawthorn avenue from East Third 
to East Fiftieth street for $171,898, a re- 
duction in cost of nearly 25 cents on each 
cubic yard over the oO.u price, making the 
pavement equal to about $2 a square yard, 
as against $2.25. The estimate of the City 
Engineer on this job was $190,000, based 
on a cost of $2.25 a square yard. The next 
highest bid was that of the Cascade Pav- 
ing Company, in which Dan Kerns, I. N. 
Day and other local capitalists are inter- 
ested, and amounted to $1:2,419. The 
Western Asphalt Paving Company, of 
Spokane, represented in this city by Gieb- 
isch & Joplin, bid $180,616 for the job, 
while the Independent Asphalt Paving 
Company, of Seattle, proposed to lay the 
pavement for $186,470. 

Muskogee, Okla.—The lowest bid opened 
April 5 by Council for paving portions of 
G, Eleventh and Fifteenth streets was sub- 
mitted by the Heman Construction Com- 
pany at $21,541. * 

Franklin, Pa.—Bids for the paving jobs, 
viz.: Short street, two blocks of Second 
alley, Bissell avenue, East Third street, 
parts of East and West Front streets, 
were received from J. M. Lesher and Put- 
nam & Anderton of this city; Fredericks 
& Sutley and the Northwestern Construc- 
tion Company, of Franklin: Burns Bros. 
and the Marquis & Wallace Construction 
Company, of New Castle; and the Vetter 
Construction Company, of Meadville; the 
various bids were referred to the Street 
Committee and City Engineer for investi- 
gation. 

Shamokin, Pa.—Council has opened bids 
for the paving of South Shamokin, part 
of Commerce, Rock, Washington, Orange, 
Cleaver, South Market, Sixth, Arch and 
Second streets and the reasphalting of 
three blocks on Shamokin street. Thirteen 
bidders in all were represented with bids, 
all of which were referred to the proper 
borough officials and the street committee 
of council for computation. 

York, Pa.—The contract for the recon- 
struction of a half mile of improved high- 
way in Peach Bottom township at both 
ends of the borough of Delta has been 
awarded by the Board of County Commis- 
sioners to Meehan & Sons, of Philadelphia; 
> ee for the reconstruction is $9,- 


Dallas, Tex.—Only the protest of F. H. 
Shumate having been offered before the 
Commission, and that body deeming that 
his property would be enhanced in value 
sufficiently to make it worth while for him 
to bear the cost of the improvement, the 
City Commission adopted a resolution for 
the paving of Annex avenue between Bryan 
and Ross; it is to be of bitulithic material; 
the Texas Bitulithic Paving Company for 
the pavement and Klein Bros. for the curb- 
ing and gutter work have contracts for 
this work. 


Salt Lake City, Utah.—Contract has been awarded to S. Birch & Sons Construction 


Company, city, for Sidewalk Extension No. 98, Sec. 2. 
'S. Birch & Sons 


Work and Material. Quantities. 
Abutter’s Portion. 
Excavation, cubic yards 116.35 
Cement walk, 4-inch, sq. ft... 3,155.7 
6-inch, sq. ft... 230.3 
Guard timbers, lin. ft......... 76.8 
Removing trees, 6-inch or less. 4 
sh +6-inch or less 1 ft. 3 
Cost per front ft. abutting 
property 
Total.... 
City’s Portion. 
Excavation, cubic yards...... 
Grand total........ 


eoee 


Price. 


$0.90 
0.1 


Abstract of bid: 


J. D. Hanley. Zerbe & 
Walker 


Amts. 


Con. Co, 
Amts. 


$104.72 
44 454.42 


Amts. 
$116.35 
.36 


Price. 
$116.25 
597.21 
47.28 

Fe uy) 


1.27556 
678.52 


118.78 
797.30 


1.20983 
643.29 


106.90 
750.19 














April 28, 1909. 





Norfolk, Va.—Sands & Key of Norfolk 
have been awarded contract for layin 
granolithic sidewalk in Port Norfolk an 
Pinners Point. 

Olympia, Wash.—Council hus opened 
bids, April 5, as follows for paving Wash- 
ington, Franklin, Adams, Fifth and Sixth 
streets with brick, unless otherwise men- 
tioned: A. C. Hall Company, Seattle, 
$80,000; creosote block, $74,900. a # 
Kibler, Tacoma, $95,000. B. S. Davis, 
Seattle, $81,296. Mills Brothers, Olympia, 
$77,000. Lister Construction Company, Ta- 
coma, $77,400; creasote blocks, $75,800. R. 
S. Blome, Chicago, Ill., granitoid blocks, 
$77,319. 

Seattle, Wash.—The Board of Public 
Works has awarded the contract for pav- 
ing Jackson street and others with as- 
phalt, brick and sandstone, to F. Mc- 
Lellan & Co., at $153,009.35; Summit ave- 
nue and others, paving with asphalt and 
granite, P. J. McHugh, $71,339.25; Thack- 
ery place, sewers, G. A. Mackey Construc- 
tion Company, $5,946.50; East Howell 
street, grading, Jones & Ide, $118,452. 

Tacoma, Wash.—The County Commis- 
sioners have awarded the contract for the 
last link of the Mount Tacoma-Canyon 
County road; the contract for a half-mile 
stretch known as the Ashford Mountain- 
Canyon road, was let to Hy. Wesserling 
for $1,750. Following were the bids re- 
ceived: Bertleson & Son, $2,250; W. L. 
Moulton, $2,750; R. L. Cline, $1,900; Will- 
jam Montgall, $1,965; Joe Wells, $2,015. 

Superior, Wis.—The Board of Public 
Works April 8 opened bids as follows for 
paving Hughitt avenue: Advance Construc- 
tion Company, $7,101; Diffor & Riches, 
$7,642; Swan Holmquist, $7,565; P. E. Berg- 
man, $7,345, and Magnus Peterson, $7,315. 

La Crosse, Wis.—The La Crosse Stone 
Company, of La Crosse, has secured con- 
tract for 18,031 square yards macadamiz- 
ing, bids opened April 15, for $18,783. 


SEWERAGE 


Birmingham, Ala.—Council has ordered 
main storm sewers constructed in Fifth, 
Second and Morris avenue with various 
branches; cost, $140,000.—H. E. Shropshire, 
Jr., City Clerk. 

Mayfield, Cal.—Citizens have voted $37,- 
000 bonds for the construction of sewers. 

Oakland, Cal.—Council is considering a 
$32,000 ordinance for stone sewers on San 
Pablo avenue, Washington, Harrison and 
Twenty-sixth streets; also has decided to 
lay an 8-inch sewer in College avenue.— 
W. C. Howe, Superintendent Streets. 

Sacramento, Cal.—City Trustees have or- 
dered City Engineer Randle to prepare com- 
plete plans for the reconstruction and con- 
struction of sewers wherever necessary; 
about $26,000 will be expended. 

San Jose, Cal.—Council has’ instructed 
City Engineer to prepare plans for a sewer 
in Clayton avenue; distance, two blocks. 

Whittier, Cal_—Plans have been prepared 
for a system of sewers; cost, $110,000.—A. 
W. Tryce, City Engineer. 

Denver, Col.—City Engineer J. B. Hun- 
ter has prepared plans for a storm sewer 
district to be known as West Denver Storm 
Sewer District No. 1. 

Monte Vista, Col.—Citizens have voted 
$12,000 bonds for constructing a system of 
sewers.—W. H. Fassett, Mayor. 

New Britain, Conn.—City is considering 
the laying of about two miles of new lat- 
crals and some trunk line work. 

Atlanta, Ga.—Rudolph Hering, Engineer, 
New York, has been selected to prepare 
plans for sewer system; $700,000 bonds are 
ivailable.—R. M. Clayton, City Engineer. 

Marietta, Ga.—City has been authorized 
io issue $30,000 bonds for construction of 
ewer system. 

Marshall, !l.—Council has passed ordi- 

mee for the construction of sewers in 
West Side Sewer District; cost, about $21,- 
060 

Rockford, !1l.—Council is considering res- 
lution instructing City Engineer to make 
necessary surveys to determine the outlet 

a sewer for territory south of Four- 
eenth avenue. 

indianapolis, Ind.—Property owners living 

the vicinity of Fall Creek will take steps 

compel the city to divert all sewage from 

e creek under the new stream purification 

v.—G. T. Marott is interested. 

indianapolis, Ind.—The Board of Works 

s ordered plans for a sewer in Washing- 

1 boulevard. 

Shelbyville, Ind.—Bids will soon be asked 

the construction of a sewer system; 

‘ns are being prepared. 

ort Madison, la.—Plans are being pre- 
red by the Iowa Engineering Company, 
nsulting Engineers, Clinton, for a system 

_ Sewers; estimated cost $440,000. 

“it. Vernon, la.—Citizens are considering 

istruction of a sewer system. 

Vevada, la.—Town is considering the 
‘nstruction ofa sewerage system. 





Sioux City, la.—Engineer Skeels has esti- 
mated cost of Slocum water sewer on Vir- 
ginia street at $892 and another on Wall 
street at $486; estimate on three concrete 
sewers to supplant bridges on the St. Ouge 
road is $810. 

Sioux City, la.—City will expend $600 for 
drainage work in Leeds. 

Waukon, la.—Council has appointed com- 
mittee to investigate and obtain plans for 
sewer system. 

Lawrence, Kan.—Council has ordered a 
lateral sewer constructed in alley between 
New Jersey and New York streets.—F. D 
Brooks, City Clerk. 

Augusta, Me.—Council is considering con- 
struction of sewers in High, Amherst and 
Wyman streets. 

Baltimore, Md.—The Board of Estimates 
has instructed City Solicitor to prepare an 
ordinance authorizing the Sewerage Com- 
mission to construct a temporary sewage 
disposal plant at Forest Park; cost, $30,- 
000 


Adams, Mass.—Town has voted $1,500 for 
sewers. 

Lowell, Mass.—The Sewer Committee has 
recommended a loan of $56,000 for the sea- 
son’s sewer work; also recommended a 
number of petitions for sewers. 

New Bedford, Mass.—The Board of Alder- 
men has ordered the construction of three 
short sewers; total cost, $1,425; also exten- 
sions to sewers in Taber street, cost $975; 
Maple street sewer, $550, and the Clay 
street sewer, $900. 

Taunton, Mass.—Council has voted $20,- 
000 towards the construction of lateral sew- 
ers in Bay, Briggs, Dartmouth, East Broad- 
way, Somerset avenue, Jackson, Smith, Al- 
ger avenue, School, Purchase, Shores and 
Kilton streets. 

Albert Lea, Minn.—Citizens have voted 
$26,000 bonds for constructing a trunk 
sewer; plans have been completed.—Will- 
iam Barneck, Engineer. 

Independence, Mo.—Plans have been pre- 
pared by City Engineer H. H. Pendleton 
for a vitrified lateral sewer; cost $800.—J. 
S. Craig, City Clerk. 

Garwood, N. J.—Hering & Fuller, 170 
Broadway, New York City, Consulting En- 
gineers, have prepared plans for sewage 
beds. 

Newark, N. J.—The Board of Street and 
Water Commissioners has decided to con- 
struct storm sewers in Hamburg place, 
Avenue L, Magazine street, Niagara, Ber- 
lin and St. Charles streets, and Chelsea 
avenue.—M. R. Sherrerd, Chief Engineer. 

Rahway, N. J.—City is considering pro- 
posed sewer extension as ordered by Board 
of Health; about five miles of sewers will 
be laid on Main, Lewis, Irving, Pierce, 
Commerce and other streets. 

Trenton, N. J.—Mayor Madden has signed 
ordinance authorizing the construction of 
a sewer in Poplar street. 

Silver City, N. M.—City is considering in- 
stallation of a sewer system. 

Brooklyn, N. Y.—Bids will be received 
April 28, 11 a. m., for constructing sewers 
and sewer basins in various streets.—Bird 
S. Coler, President Borough of Brooklyn. 

Geneva, N. Y.—The Board of Public 
Works has decided to extend the sanitary 
sewer through Canal and Bradford streets; 
cost, $720; also to divert the course of sew- 
age from Williams street to Castle street; 
cost, $370. d 

New York, N. Y.—Bids will be received 
April 28, 2 p. m., for constructing sewers, 
receiving basins and appurtenances in sev- 
eral streets.—J. F. Ahearn, President Bor- 
ough of Manhattan. 

Oswego, Y.—Council is considering 
construction of sewer in Tenth street. 

Poughkeepsie, N. Y.—The Board of Pub- 
lic Service has decided to construct sewer 
on Lincoln avenue, Livingston and Jeffer- 
son streets; bids will be advertised at once. 

Syracuse, N. Y.—Council has decided to 
build a 15-inch pipe sewer in Renwick 
avenue, an 18-inch pipe sewer in Taylor 
street and a 12-inch pipe sewer in. Sackett 
street. 

Watertown, N. Y.—Residents of upper 
Franklin street have petitioned for sewer 
extension; Ten Eyck street residents want 
their sewer enlarged. 

Bathgate, N. D.—Plans have been com- 
pleted by S. F. Crabbe, Fargo, for a sewer 
system. 

Alliance, O.—City has awarded $2,500 4% 
per cent and $2,000 5 per cent sewer bonds 
to the Alliance Bank Company. 

Ashtabula, O.—The Board of Public Serv- 
ice will advertise for bids for constructing 
the Lake street storm and the Green street 
sanitary sewer. 

Cincinnati, O.—Citizens will vote May 11 
on $500,000 bonds for the purpose of con- 
structing sewers, sewage disposal works, 
flushing tunnels, drains and ditches.—John 
Galvin, Acting Mayor. 

Dayton, O.—Council has decided to con- 
struct a sewer in Pine street. : 

Jefferson, O.—Village is considering the 
construction of a main sewer in Elm, Mar- 
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ket and Pine streets.—B. W. Lane, Villaye 
Clerk. 

Lockland, O.—Bids will be received May 
10 for $8,000 bonds for constructing sewage 
disposal works.—Clifford Troy, Village 
Clerk. 

Mansfield, O.—Council has decided to con- 
struct 8-inch lateral sanitary sewers in 
North Mulberry street.—W. S. Bradford, 
Clerk. 

Weatherford, Okla.—City has not yet 
selected date for election on proposed $20,- 
000 bond issue for construction of sewer 
system; William Macintosh, Oklahoma City, 
Okla., has been selected as Engineer in 
Charge.—W. R. Cunningham, City Clerk. 

Yukon, Okla.—Citizens will vote on bonds 
for sewerage system and water works.— 
J. F. Kroutil, Chairman Committee. 

Klamath Falls, Ore.—Council will not 
await the adoption of a new charter to 
begin the matter of getting a modern sewer 
system; problem has been thoroughly in- 
vestigated, with the result that it has been 
found that under the provisions of the 
old charter the city can be bonded for a 
sum sufficient to take up all of the indebt- 
edness and also build a sewer system that 
will cost approximately $50,000. 

Franklin, Pa.—State Health Department 
has granted permission to place a 1,315-foot 
10-inch sewer on Pacific street. 

Johnstown, Pa.—Council is considering a 
resolution authorizing the $1,000,000 bond 
issue for sewers, street and river im- 
provements as recommended by Mayor Wil- 
son. 

Parkesburg, Pa.—City officials have in- 
spected sewage disposal plant at Reading 
to gather information that will be of value 
when erecting a similar plant. 

Philadelphia, Pa.—Council has passed an 
ordinance to authorize the construction of 
the following main sewers: Botanic Creek 
System in Fifty-seventh street; Eastwick 
avenue and Fifty-sixth street; Bristol 
street, Twenty-ninth street and Hunting 
Park avenue; Cobb’s Creek Intercepting 
sewer extension; Cottman street; Dobson’s 
Run stormwater sewer extension in Ontario 
street; -Frankford Intercepting system in 
Torresdale avenue; Gunner’s Run relief ex- 
tension in Indiana street; Gunner’s Run re- 
lief extension in Twelfth street; Magee 
street, Jackson street, Unruh street and Al- 
gard street; Market street and Sixty-third 
street; Pennypack Creek Intercepting Sys- 
tem; Saul street, Dyre street and Akron 
street; Shunk street extension; Third 
street; Wingohocking system extension in 
Annsbury street; Wissahickon High Level 
Cut-off intercepting sewer extension in 
Stokley street and Wyoming avenue.—J. E. 
Reyburn, Mayor. 

Reading, Pa.—Council is considering bill 
for the completion of the Rose Valley Creek 
sewer. 

Sayre, Pa.—Borough Engineer N. F. 
Walker will prepare plans for a sewage 
disposal plant. 

Uniontown, Pa.—Council is considering 


construction of a 10-inch sewer in Baker ~ 


alley; cost, $400. 

Warren, Pa.—A committee will be ap- 
pointed by Council to visit cities and secure 
data concerning the erection of a sewage 
disposal plant. 

West Hazleton, Pa.—Borough Engineer 
Moore has estimated cost of extending 
sewer system into Green Ridge at $16,000. 

Wilkinsburg, Pa.—Residents of Morrow 
street, Edgewood, have petitioned Council 
for connection with this city’s sewers. 

Pawtucket, R. 1I.—Council has passed 
resolutions providing for the building of 
several new sewers; also appropriated $18,- 
500 for the continuation of the big Central 
avenue trunk sewer through Tweed and 
Benefit streets. 

Florence, S. C.—Citizens will vote May 6 
on $65,000 bonds for sewer construction. 

Elizabethton, Tenn.—City is considering 
the issuing of $50,000 bonds for sewer con- 
struction and street improvements. 

Knoxville, Tenn.—Council has appropri- 
ated $3,000 for sewers and laterals. 

Knoxville, Tenn.—Residents on Kenyon 
street have petitioned for the construction 
of a sewer. 

Morristown, Tenn.—The Legislature wil! 
consider an enabling act to allow this city 
to issue $40,000 bonds to construct a sewer 
system.—D. C. Morris, City Recorder. 

Nashville, Tenn.—Davidson County Legis- 
lature delegation will urge a bill authoriz- 
ing a $500,000 bond issue for trunk sewers. 

Bel’on, Tex.—City is considering con- 
struction of a sewer system.—T. L. Foun- 
tain, Sanitary Engineer Houston, is inter- 
ested. : 

Houston, Tex.—F. L. Dormant, Houston, 
has prepared plans for construction of 
storm sewer on Austin street and bids will 
soon be invited.—H. B. Rice, Mayor. 

San Antonio, Tex.—Sewer Committee is 
considering the establishment of the four- 
teenth improvement district sewerage sys- 
tem.—James Siider, Chairman of Commit- 
tee. 
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BIDS RECEIVED AND CON- 
TRACTS AWARDED 


Birmingham, Ala.—At a total aggregate 
of $204,469.30 contracts were let to tour 
different contractors for the construction of 
sewers on the south side of Birmingham by 
Council, Apr. 22; City Engineer Nicholson 
has divided this particular work into eight 
sections, and the contracts were awarded 
by sections, the lowest bidder receiving the 
contract. There were quite a number of 
bids which covered the ‘entire work or 
none,’”’ but the lowest of these was found 
to Le higher than the total aggregate of 
the bids accepted according to sections. The 
successful bidders according to sections 


were as follows: 
No. 1—C. M. Burkhalter.......... $52,890.00 
No. 2—Watkins & Donelson...... a6.718.00 
No. 3—McPoland & O’Gara........ 18,449.50 
No. 4—Watkins & Donelson...... 11,172.00 
No. 5—Watkins & Donelson...... 11,729.00 
No. 6—Watkins & Donelson...... 28,470.50 
No. 7—Watkins & Donelson...... 17,955.50 
No. 8—B. C. Milner Sons Co., 
RAPERARVENO Gorda v0 oes bal so asx 7,084.80 
MDMDA id since eiseh's 10s S44 boivae Seale $204,469.30 


The sewer work to be done under these 
contracts will be the first under the $400,000 
bond issue authorized at an election by the 


people several months ago; work will be 
started immediately. 
Willows, Cal.—The Town Trustees on 


April 12 opened bids for material and con- 
struction work in connection with the 
sewer system to be installed this spring. 
There were sixteen sealed bids opened for 
the various contracts and the awards were 
made as follows: Estate of P. J. Klem- 
mer, of Willows, cement, $2.60 per barrel, 
f. o. b., Willows, $520; Gladding, McBean 
& Co., San Francisco, sewer pipe, $6,774; 
Dunleavy & Lynch, of San Francisco, con- 
struction work, $12,464. The contracts 
amounted to a total of $19,758. 

Jacksonville, Fla.—Bryan & Co., city, 
have been awarded contract to lay sewers 
and drains in certain streets.—B. H. Bar- 
nett, Chairman, Board of Bond Trustees. 

Springfield, ill—The Springfield Con- 
solidated Street Railway Co. has awarded 
contract for the construction of the sewer, 
part of Ninth street subway, to Richard 
Egan; sewer will be 18 inches in diameter 
and will extend a distance of 800 feet. 

Fowler, Ind.—County Surveyor Whickler 
has awarded the contract for the con- 
struction of the Barnard ditch to A. W. 
Hagenbuch for $3,550. The National Drain 
Tile Company bid $3,580, and the Indiana 
Drain Tile Company $3,775. 

Sioux City, la.—City Engineer Skeels has 
informed the contractors who bid for the 
Bacon Creek conduit that the city will ex- 
pect the specifications lived up to strictly. 
Jchn Swanson, the lowest bidder, has 
agreed to do the work for about $11,000 less 
than the estimate of the Engineer; the bid 
is much below the next lowest bidder, who 
offered to do it for about $16 a linear foot. 
Swanson’s bid was $14.30. The Engineer’s 
estimate was $18.88. The total of Swan- 
son’s bid is $37,000 for the conduit, $4,000 
for the sewer extension, a total of $41,000, 
which includes the interest on the certifi- 
cates. The Engineer’s estimate was $42,000 
for the conduit, $6,000 interest and $4,000 
for sewer extensions, a total of $52,000. 


The following are the bids opened: 
(a) 2,600 feet 8x10-foot reinforced con- 
erete; (b) 600 feet 5-foot 6-inch two-ring 


brick sewer; (c) total: Cook Construction 
Company, Des Moines, (a) $25.24, (b) $10.24; 
F. J. Sulzbach. Sioux City. (a) $20.87. (b) 
$6.50: R. E. Betz, Sioux City, (a) $16.65, 
(b) $6.15; John A. Swanson, Sioux City, (a) 
$14,305, (b) $6.82, (c) $41,272.—G. Y. Skeels, 
City Engineer. 

Louisville, Ky.—Itemized bids for the 
contract for the construction of the Ver- 
non avenue sewer were opened by _ the 


Board of Sewer Commissioners, there 
being seven bidders, three of them being 
Louisville firms. The Vernon avenue 


sewer is the link in the general system 
extending from Letterle avenue to Vernon 
avenue in Vernon avenue, Bellair avenue 
and Frankfort avenue, and is nearly a 
mile in length. The bidders were: Burke 
& Mungovan, Nashville, Tenn.; L._ R. 
Figg Co., Louisville: Barker & Son, Chi- 
cago, Ill.; Associated Engineering Co., 
Louisville, Ky.; McCarthy Bros., Cincin- 
nati, O.; C. T. McCracken & Co., Colum- 
bus, O.; Henry Bicke Co., Louisville. 

Lynn, Mass.—The_ Board_ of Public 
Works awarded to W. C. Whittredge & 
Co. the contract to furnish the city of 
Lynn with sewer pipe for the ensuing year 
at 81 1-10 per cent. off from list price; 
there were six other bidders. 

North Andover, Mass.—The following 
bids were received April 15 for construct- 
ing sewers: Andrew W. Byrne & Co., 161 
Devonshire street, Boston, $17,084; T. 
Bruno, 76 Vane street, Revere, $20,318; W. 
B. Byrne, $19,524: John H. McCusker, 62 
Church street, Waltham, $19,916: Coughlan 
& Shields Co., 43 Tremont street, Boston, 
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$26,234; Cenedella & Co., Milford, $18,424; , 


Charlies G. Craib, 249 Pleasant street, 
Winthrop, $16,056; Antonio G. Tomasello, 
69 Gibson street, Dorchester, $19,897; Ed- 
ward B. Roberts, Old South Bldg., Boston, 
$19,401; Byrne Contracting Co., 46 School 
street, Boston, $17,325; krank H. Cowin 
Co., 184 Summer street, Boston, $23,748; 
John J. Falvey, 15 Rush street, Somerville, 
$23,501; Henry Spinach Contracting Co., 
Waterbury, Conn., $23,178; C. E. 'rumbell 
Co., Tremont Bldg., Boston, $16,820; John 


F. Gill Co., Winter Hill, $17,375; Michele 
Russo & Son, 240 North street, Boston, 
$16,741.—Ernest W. Bowditch, Engineer, 
60 Devonshire street, Boston. 


_ Hancock, Mich.—Contract for construct- 
ing a 600-foot tunnel and an _  §800-foot 
sewer in the Park addition has been 
awarded to H. T. Lewis; work will be 
commenced as soon as the weather per- 
mits; cost, $5,500; sewer will be 2 feet 
diameter and the tunnel will be 5 feet in 
height and 3 1-2 feet in width. 

Waseca, Minn.—trastoret & Lawrence, of 
Two Harbors, have secured contract for 
constructing sewers at $9,836. 

Wayne, Neb.—W. M. Lana, of Harlan, 
Ia., has secured the contract, bids opened 
April 15, for sewers in District 1 for $10,915 
and the outlet sewer at $2,179.—M. L. Rin- 
gle, City Clerk. 

Millburn, N. J.—The awarding of the con- 
tract for laying lateral sewers on three 
streets in Wyoming—Mountain avenue, Elm 
and Maple streets—and one in the Brant- 
wood section of Short Hills—Constant road 
—by the Millburn Township Committee 
was laid over. The three lowest bidders 
for the work have been requested to pre- 
sent to the committee credentials show- 
ing work they have done for other munici- 
palities. It was not because the bids were 
too high that the contracts were not 
awarded, but the difference between the 
first and third low bidders was only $205.15. 
Michael Garofono, of Summit, offered to do 
the work for $2,713.50, which was the low- 
est of the six bidders. Neele & Bruno, a 
Newark firm was next, their bid being 
$2,904.35, while D’Amato & Stefanelli, also 
of Newark, put in a bid for $2,918.65. 

Newark, N. J.—Contracts have been 
awarded for the building of the following 
sewers: Alyea street, D’Amato & Stefanelli, 
$360; Chestnut street, James A. Christie, 
$790; Pearl street and Chapel court, James 
A. Christie, $1,004. 

Auburn, N. Y.—The City Engineer has 
been directed to look over the bids for the 
proposed sewer system for the First, Sixtn 
and Tenth Wards; David Steeple, of Rye, 
agrees to complete the work in 200 days; 
Thomas Sweeney Company, of Pittsburg, 
makes the same agreement; Kelley & Long, 
of Boston, 175 days; Gassey Construction 
Company, of Syracuse, 300 days; Dominack 
Cusano and Joseph Bower, of Niagara 
Falls, 300 days; Goodale & Jamieson, of 
Schenectady, 200 days and 50 days alter- 
nate; H. B. Hooker & Sons, of Rochester, 
150 days; T. H. Riddle, of Philadelphia, 120 
days; Haggerty Construction Company, of 
New York, 200 days: William McCarthy & 
Co., of Pittsburg, 120 days; Charles Ippo- 
lito, of Auburn, 180 days; Standard Con- 
struction Company, of Chicago, 200 days. 

Rensselaer, N. Y.—The contract for 
cleaning catch-basins was awarded to Aus- 
tin Hoogkamp; C. F. Collins & Co. were the 
lowest bidders, but they withdrew, claim- 
ing they could not do the work at the fig- 
ures they estimated. 

Utica, N. Y.—The Board of Contract and 
Supply April 13 awarded to Rocco Ferretta 
the contract for constructing storm water 
sewers on the southern outskirts of city 
for $13,902. Other bids were: J. E. Martin, 
$16,219: Wm. Rosencranz, $14,315, and A. 
N. Johnston, $13.14. 

Greenville, N. C.—The Eastern Carolina 
Teachers’ Training School has awarded 
contract to J. H. Johnson, Raleigh, N. C., 
for construction of 2,000 feet of sewer.— 
Dresbach & Clark, Greenville, Engineers. 

Circleville, O.—Contract for constructing 
sewage disposal plant at County Infirmary, 
bids opened April 15, has been awarded to 


Coakley & Albright, of Circleville, for 
$2.200. 
y Youngstown, O.—The proposed Fithian 


avenue sewer will probably be awarded to 
E. Diorio on a bid of $476.40. The catch 
basins for Glenwood avenue, Garfield street 
and Falls and Myrtle avenues, go to Anth- 
ony O’Horo with an aggregate bid of $1,414. 
In advertising for bids for the proposed 
Poland avenue sewer, the street was di- 
vided into three sections, Joseph Hannon 
being successful in leading the contracts 
for Nos. 1 and 3. with bids of $8,284.46 and 
$808. Anthonv O’Horo was low bidder on 
the No. 2 section. $7,927.40. 
McAlester, Okla.—Horton & Horton, 
Houston, Tex.. have been awarded con- 
tracts for constructing sanitary and storm 
water sewers at $48.910 and $19.890, re- 
spectively, and for the Sandy Creek Im- 
provement, at $31,985.—J. Phelan. City En- 
gineer; J. M. Gannaway, City Clerk. 


Erle, Pa.—James McCormick & Bro., city, 
has been awarded a contract for furnishing 
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and laying 9,300 feet 6-inch clay pipe in 
house connections for 35 cents per linear 
foot. For 1,593 feet 15-inch straight and 
62 feet 15-inch branches, 2,781 linear feet 12- 
inch straight and 156 feet 12-inch branches, 
19,941 linear feet 9-inch straight and 1,954 
linear feet 9-inch branches, the lump sum 
of $31,107. Total of all bids were: Knob- 
loch & Shelton, city, $34,864; Dennis O’Brien, 
city, $37,020; Jas. McCormick, city, $34.36z. 

Franklin, Pa.—Burns Brothers, of New 
Castle, and J. M. Lesher, city, made bids 
for the building of the Colbert avenue 
sewer and storm sewer on Halyday street. 

Sieperville, Pa.—Ridley Township Com- 
missioners have awarded contract to J. 
Haines & Sons of Chester for the con- 
struction of a ten-inch terra cotta sewer 
pipe along Fairview road. 

_ Norfolk, Va.—On a bid of $37,500 Gill & 
Company have been awarded a contract 
by the Local Board of the Seventh Ward 
and the Board of Control jointly, for in- 
stalling a complete system of sewerage 
in Colonial place. The contract was let on 
competitive bids, which ranged from ap- 
proximately $45,000 to $37,500. Other bid- 
ders were Dodson & Doyle, Gwathmey 
Company, Inc., and Bryan & Company. 

_ Bellingham, Wash.—The Board of Pub- 
lic Works, April 6, awarded contract to 
A. Stanley Bent, Los Angeles, for con- 
structing a section of the concrete tunnel 
sewer, at $72,742. 

Po;t Townsend, Wash.—Council has 
awarded contract for the construction of 
eight miles of sewer to the Moore Con- 
struction Co., of Tacoma. 

Seattle, Wash.—Bids were received April 
9 by the Board of Public Works as fol- 
lows: for sewers in Thorndyke avenue 
and other streets, Ide & Jones, Seattle, 
$243,355; C. W. Coit & Co., Down’s Block, 
Seattle, $225,286; Krogh & Jessen, Seattle, 
$240,257; International Contract Co., 501 
Central Bldg., Seattle, $248,354; I. Ryan & 
Co., Sulivan Bldg., Seattle, $167,816, award- 
ed contract.—R. H. Thomson, City Engi- 
neer, 


WATER SUPPLY 


Montgomery, Ala.—City will purchase two 


8,000,000-gallon-per-day pumps; various 
cities have been visited to see how the 
electrical pumps worked.—Ira_ Virgen, 


Chairman Water Committee; Gaston Gun- 
ter, Mayor. 

Lake Village, Ark.—The Board of Water 
Commissioners will correct irregularities 
in the formation of the improvement dis- 
tricts and will then let contract for a sys- 
tem of water works.—Lund & Hill, Con- 
sulting Engineers, Little Rock. 

Oakland, Cal.—City will reorganize the 
Peoples Water Company and put it under 
bank control; the $13,000,000 bonds which 
have been issued to provide funds to pro- 
cure new sources of water will be pur- 
chased.—I. K. Mott, Mayor. 

Qakland, Cal.—Council is considering an 
ordinance appropriating $4,000 for the in- 
stallation of additional pumping plants 
rt which the street sprinklers are to be 

ed. 

Sacramento, Cal.—Professor Charles Gil- 
man Hyde, of the University of California, 
who is to have charge of the preliminary 
work on the proposed new filtration plant, 
under the direction of City Engineer George 
N. Randle, is now working on the estimate 
of cost of a clear water plant that will 
answer the purposes of city; as soon 
as he completes estimates a report will be 
submitted to the people so that the amount 
of bonds to be issued can be determined. 

San Francisco, Cal. — Chief Engineer 
Shaughnessy of the Fire Department has 
asked the Commissioners to appropriate 
$130,000 for fire hydrants; 100 hydrants will 
be restored to service, this coming year 
and 100 set on existing mains. 

Antonito, Col.—Citizens have voted $14,- 
000 bonds to pay for the water system. 

Boulder, Col.—City has decided to lay 
25,000 feet of 36-inch pipe-line in an open 
22,000-foot ditch from Lake Isabel to carry 
water to Left Hand Creek just below 
Springdale; cost, $150,000. 

Greeley, Col.—L. T. Davis will build a 
reservoir with a capacity of 4,500,000 cubic 
feet; water will be drawn from the South 
Platte River through the Fulton ditch. 

Branford, Conn.—Senate has passed 4 
resolution incorporating the North Branford 
Light, Water and Power Company, with 
these incorporators: James P. Manning, 
Charles N. Nichols, both of the city of New 
Haven; Louis A. Fisk and Charles S. Brad- 
ley, of the town of Branford; Robert O. 
Eaton, of North Haven; Alfred D. Rose, of 
North Branford; J. Henry Roraback, of 
North Canaan, and Theodore H. McDonald, 
of New Haven; company will take water 
from the Twin Lakes, in North Branford, 
their tributaries, the Branford River and 
tributaries and the West River; it proposes 
to furnish Branford with water. ; 

Washington, D. C.—The Commissioners 
have ordered 340 feet of 8-inch water pipe 
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laid in Chesapeake street, N. W., 40 feet of 
8-inch in Fessenden street, N. W., and-315 
feet of 12-inch in Wisconsin avenue, N. W. 
—wW. V. Judson, Engineer Commissioner. 

Live Oak, Fla.—W. J. Hillman, C. W. 
Rogers and J. M. Barclay have been ap- 
pointed a committee to investigate the ad- 
visability of letting contract for pumping 
water tor city water works. 

Milton, Fla.—Citizens will vote on $20,- 
000 bonds for construction of water works; 
Solomon-Norcross Company, Candler Bldg., 
Atlanta, Ga., Engineers. 

Palmetto, Fla.—Benjamin Thompson, 
Tampa, Fla., has prepared plans for system 
of water works; cost $50,000. 

Pensacola, Fla.—Residents living in the 
vicinity of Bayou Chase have petitioned for 
the extension of water mains. 

South Jacksonville, Fla.—Citizens have 
voted to issue $50,000 of bonds for water 
works and sewer system. 

Jesup, Ga.—H. S. Jaudon, Consulting En- 
gineer, Savannah, will prepare plans and 
estimates for water works. 

Macon, Ga.—Engineers Charles A. Cald- 
well and J. N. Hazlehurst are now busy on 
plans for a water works plant that would 
supply Macon with an adequate amount of 
water provided city council finally decides 
to build a plant of her own. 

Marietta, Ga.—City has been authorized 
to issue $80,000 bonds for construction of 
water works. 

Aurora, IIl.—Citizens have petitioned for 
water main extensions in North avenue be- 
tween Union and State streets and in 
State street between North and Fourth 
avenues. 

Flora, Ill.—The Board of Local Improve- 
ments is receiving bids for the construction 
of water works.—J. S. Spiker, Vincennes, 
Engineer. 

Pittsfield, IIl—The Board of Local Im- 
provements has decided to construct a new 
water works system.—G. W. Kammerer, 
Pittsfield, Clerk. 

Evansville, Ind.—City has ordered water 
mains laid in New York, Jackson and 
Outer Law avenues. 

Evansville, Ind.—Plans are being pre- 
pared by Engineer Frank N. Spencer, To- 
ledo, for an extensive filtration plant; esti- 
mated cost, $1,000,000. 

Fort Wayne, Ind.—City has decided to in- 
stall ten to twelve new fire hydrants in 
the downtown district; a 12-inch main will 
be laid on Webster street and it will con- 
nect mains on Berry, Pearl and Main 
streets. 

Atlantic, la.—Citizens have petitioned for 
the extension of the water main on Fifth 
street. 

Newport, Ky.—City has sold {$85,000 wa- 
ter bonds. 

Medway, Mass.—The Water Commission 
has petitioned the Board of Selectmen for 
a special town meeting on May 6 to con- 
sider the installation of a water system; 
Chairman G. W. Bullard has prepared a 
plan which will enable the town to install 
for $55,000 a pumping station, standpipe and 
a 10-inch main through the town. 

West Medway, Mass.—Town will vote 
May 4 on $55,000 bonds for the building of 
a water system; plans call for mains on 
Village, High and Main streets, with a 
standpipe. 

Grandville, Mich.—Kent County will build 
a water works system; cost, $15,000.—F. M. 
Blake, Village Clerk. 

Bovey, Minn.—City will lay 3,000 feet of 
water main. 

Minneapolis, Minn.—The Citizens’ Water 
Commission will report to Council April 30 
that it desires to employ three expert hy- 
draulic engineers to consider carefully the 
best plan which the city can adopt in se- 
curing pure water. 

Carl Junction, Mo.—Bonds, $10,000, have 
been sold for proposed water works; bids 
will soon be received for deep well.—W. 
G. Clarke, City Clerk. 

Carthage, Mo.—The Board of Public 
Works has closed a contract with M. A. 
Karl & Company, Muskogee, Okla., by 
which this firm of engineers will have 
charge of the construction of the new $220,- 
000 municipal water works. 

Kalispell, Mont.—Citizens have petitioned 
for the extension of water mains. 

Western, Neb.—Council has decided to 
construct water works and an electric light 
plant. 

Belleville, N. J.—The Hudson County 
Water Company is considering the laying of 
4 separate pipe line from this city to Staten 
island.—C. C. Vermuele, Consulting Engi- 
_ Elmer, N. J.—Citizens have voted bonds 
for the erection and control of a municipal 
water plant. 

Netcong, N. J.—Citizens will vote May 18 
on purchasing the Rockland Water Com- 
pany’s system; estimated cost, $35,000. 

Woodbury, N. J.—City will lay additional 
mains from pumping station to reservoir; 
also considering the erection of a stand 
s in the center of the city, with artesian 
we Ss. ie 


Auburn, N. Y.—Plans and specifications 
have been approved by city for the proposed 
purification plant; test pits will be dug in 
the First, Sixth and Tenth Wards. 

Brooklyn, N. Y.—The Brooklyn Union Gas 
Company will purchase 2,500 tons of cast- 
iron pipe. 

Brooklyn, N. Y.—John H. O’Brien, Com- 
missioner of Water Supply, Gas and Elec- 
tricity, has asked the Board of Estimate for 
$950,000 for the extension of high-pressure 
water mains in the South Brooklyn section; 
only one pumping station will be needed. 

Lockport, ; Y.—Council is considering 
the installation of an additional pump for 
pumping the big pumps at the water works 
stationed at North Tonawanda. 

Marcellus, N. Y.—Citizens have voted 
$25,000 bonds to construct municipal water 
works. 

Rochester, N. Y.—The Finance Commit- 
tee has recommended that the Comptroller 
be authorized to issue $100,000 bonds for 
water works improvements. 

Syracuse, N. Y.—City is considering pur- 
chase of 1,300 tons of 20-inch cast-iron pipe, 
1,000 curb boxes and 7,600 pounds lead and 
iron. 

Syracuse, N. Y.—Comptroller R. J. 
Shanahan has been authorized to sell $400,- 
000 bonds to build a new conduit line from 
oe Lake to the Woodland Reser- 
voir. 

_Troy, N. Y.—Council is considering an or- 
dinance directing the Commissioner of Pub- 
lic Works and City Engineer to report as 
to whether it would be advisable to extend 
the present pipe line from the diverting 
dam to the outlet of the ponds which have 
been recently acquired by the city. 

Valley City, N. D.—The Electric Light 
and Water Committee has been instructed 
to investigate the installation of a pure 
water supply; the laying of water mains in 
a number of streets is being considered. 

Alliance, O.—City has awarded to the 
Alliance Bank Company $24,000 water works 
bonds at $490 premium. 

Bradford, O.—City is considering , con- 
struction of a water works plant.—Mayor 
Little, Chairman Committee. 

Columbus, O.—The Board of Service will 
ask Council for $20,000 for the purpose of 
letting a contract for material for the water 
purification plant; 700 tons of soda ash, 
1,000 tons of lime and 100 tons of sulphate 
of aluminum will be advertised for. 

Dayton, O.—Bids will be asked at once 
for repairs and extensions on the Steele 
dam; City Engineer Cellarius has esti- 
mated cost at $10,500. 

Dayton, O.—Council has received a rec- 
ommendation from the Finance Committee 
appropriating $1,500 for repairs to water 
works. 

Middletown, O.—Bids will be received, 
April 29 noon, for the purchase of $30,000 
4 per cent. semi-annual sewer and drain 
bonds.—John Kautz, City Auditor. 

Alva, Okla.—Citizens have voted $10,000 
bonds for reservoir and extension of water 
service.—A. N. Devin, City Clerk. 

Ardmore, Okla.—Plans are now being pre- 
pared for the proposed sewerage and water 
works extensions, including filtration plant 
and septic tanks.—H. H. Sayre, City En- 
gineer. 

Dewey, Okla.—The Michael-Cook Engi- 
neering Company, Joplin, Mo., will prepare 
plans for water works system. 

Gage, Okla.—Citizens will vote on $30,000 
water works bonds. 

Holdenville, Okla.—Plans are being pre- 
pared by William McIntosh, Oklahoma 
City, Engineer, for extensions to water 
works; cost $45,000.—William Lawrence, 
City Engineer. 

Muskogee, Okla.—City Engineer Kinsey 
has been instructed to advertise for bids on 
the erection of the new pump and boiler 
house at Hyde Park pumping station. 

Sapulpa, Okla.—Citizens will vote on $40,- 
000 water works and electric light bonds. 

Buena Vista, Pa.—Fire has destroyed the 
$40,000 filtration plant of the Pittsburg and 
Lake Erie Railroad. e 

Pittsburg, Pa.—The Finance Committee 
has recommended the issue of $713,000 
bonds for the installation of machinery at 
the Aspinwall filtration plant to supply the 
North Side with purified water; also 
adopted Councilmanic bond ordinance ap- 
propriating $200,000 for installation of ma- 
pa at the Herron Hill pumping sta- 

ion. 

Williamsport, Pa.—Council is consider- 
ing an ordinance providing for the purchase 
of 32 fire plugs. 

Florence, S. C.—Citizens will. vote May 6 
on $15,000 bonds for extension of water 
mains. 

Gaffney, S. C.—Bids will be received May 
1 noon, for the sale of $125,000 water works, 
sewerage and electric light bonds.—A. “ 
Woods, Chairman Board Public Works. 

Lexington, S. C.—W. P. Roof is consid- 
ering construction of water works and elec- 
tric light plant. 

Knoxville, Tenn.—Council has asked for 
an enabling act to issue $500,000 additional 
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bonds to buy or build water works.—J. H. 
Webster, Chairman. 

Lexington, Tenn.—City is considering 
construction of water works. 

Mission Ridge, Tenn.—Citizens have voted 
$30,00 -bonds. for construction of ‘water 
works.—J. H. Allison, R. P. Woodward and 
H. F. Holmes, Commissioners. 

Ripley, Tenn.—The Ripley Light, Water 
and Ice Company has decided to improve 
water plant. 

Canadian, Tex.—Citizens will vote on 
$80,000 bonds to put in a first class water 
works system and to pave Main street. 

Dallas, Tex.—Commissioner Sullivan will 
purchase 6,000 feet of 10-inch water pipe; 
also 200 feet of 36-inch pipe. 

Kerens, Tex.—City is considering con- 
struction of water works. 

Lampasas, Tex.—W. L. Donovan, city, 
will purchase well machinery, including 
drills and pipe casing. 

Mart, Tex.—City will begin construction 
of proposed water works; water .is to be 
secured from lake which is to have capacity 
of 55,000,000 gallons and be constructed on 
site of 76 acres about four miles from city; 
$50,000 of bonds have been issued.—O’Neil 
Engineering Company, Wilson Bldg., Dal- 
las, Tex., Engineers. 

San Angelo, Tex.—The San Angelo Water 
Works Company will expend $25,000 in im- 
provements to plant; 60-cycle generator and 
750-hp. engine will be installed. 

Stockdale, Tex.—The Mitchell Mercantile 
Company will install water works system. 

Fountain Green, Utah.—Citizens are con- 
—— construction of water works sys- 
em. 

Danville, Va.—The Water Committee has 
recommended that a.10-inch water main be 
laid in Spring street; cost, $300. 

Northfield, Vt.—Town will purchase me- 
ters; cost, $3,000. 

Oakesdale, Wash.—Town is considering 
construction of a water works system. 

Seattle, Wash.—City Engineer R. H. 
Thomson has estimated the cost of water 
mains on Eleventh avenue at $9,450. 

Tacoma, Wash.—Council has passed ordi- 
nances providing for the construction of 
water mains in District No. 539; also 
adopted ordinances ordering the construc- 
tion of a 6-inch wooden main in District 
539 and water mains in Districts 541 and 
544. 

Vancouver, Wash.—County Commission- 
ers have granted John M. Loy a franchise 
for water works. 

Wheeling, W. Va.—The Joint Committee 
will recommend the installation of one 20,- 
000,000 gallon pump; consulting engineer 
will be employed to prepare plans and 
specifications; cost, about $107,000.—City 
Engineer Cooke. 

Fond du Lac, Wis.—The Fond du Lac 
Water Company will purchase a Byron- 
Jackson pump of 1,000,000 gallons capacity 
daily; the 6-inch well will be enlarged to 
10 inches and an 80-hp. engine with gen- 
erator to provide power for two deep well 
pumps will be installed; improvements will 
cost $12,000. 

Cheyenne, Wyo.—City is considering pur- 
chase of 5,000 more tons of cast-iron pipe. 

Wheatland, Wyo.—Estimates are being 
prepared for water works system; cost, 
about $30,000. 

Moose Jaw, Sask., Can.—Rate payers 
have voted for the extension of water 
mains. 

Yellowgrass, Sask., Can.—Citizens have 
voted $20,000 bonds. for water works. 


BIDS RECEIVED AND CON- 
TRACTS AWARDED 


Jacksonville, Fla.—The Board of Bond 
Trustees has awarded contracts to the 
Allis-Chalmers Company of Milwaukee, 
Wis., to ship f. o. b. Jacksonville, two 
10-inch diameter, single suction horizontal 
shaft, 4 stage, 2,500 gallon centrifugal 
pumps; each directly connected to a 375- 
horsepower, 60-cycle, 3-phase, 2,200 volt, 
constant speed, induction motor, for $10,- 
678.—B. H. Barnett, Chairman of Board. 

Evansville, Ind.—The contract tor cast- 
iron water pipe, 250 to 500 tons, was 
awarded to the United States Cast Iron 
Pipe & Foundry Company, of Chicago, at a 
price of $22.75 to $24.40 per ton at last 
night’s meeting. James Daniels, of St. 
Louis, district representative of the com- 
pany, was present. 

South Bend, Ind.—Following the with- 
drawal of the bid of Harry N. Barnes, con- 
tractor, for construction of a reservoir at 
north pumping station, the Water Works 
Board has rejected all bids. Barnes was 
the lowest bidder, the figures being $14,390. 
Other bidders were: Hoban & Roach, South 
Bend, $26,405; E. E. Burner & Company, 
South Bend, $19,200; Union Engineering & 
Construction Company, Chicago, $19,000; 
Nolf & Fellows, Kalamazoo, Mich., $20,000. 
In withdrawing his bid Contractor Barnes 
said he had made an error in estimating 
material. 
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New York, N. Y.—Following are the detailed bids received April 8 by the Board of Water Supply for Contract 46, for the con- 
struction of a portion of the Catskill aqueduct, consisting of Millwood, Sarles, Harlem Railroad, Pleasantville and Reynolds Hilli 
tunnels, Putnam siphon and Millwood-South, Sarles and Pleasantville cut-and-cover, all of which were rejected, as stated last week: 
(A) Booth & Flinn, Ltd., 1942 Forbes street, Pittsburg, Pa.; (B) J. H. Gray Co., 2019 Fuller Bldg., New York; (C) Mason_& Hanger 
Co., Richmond, Ky.; (D) American Pipe and Construction Co., 112 North Broad street, Philadelphia, Pa.; (E) Bradley Contracting 
Co., 1 Madison avenue, New York; (F) George W. Jackson, Chicago, Ill., and 46 Wall street, New York; (G) Gore-Meenan Co., 206 
Broadway, New York; (H) John C. Rodgers, 121 West 125th street, New York; (I) Buffalo Dredging Co., 306 D S. Morgan Bldg., 
Buffalo, N. Y.; (J) The Degnon Contracting Co., 60 Wall street, New York; (K) Average bid price: 


(A) (B) (C) (D) (E) (F) (G) (H) (1) (J) (K) 


91,000 cu. yd. removal of top-soil $0.45 $0.40 $0.75 $0.35 $0.35 $0.50 $0.50 $0.40 $0.50 $0.40 $0.46 
13,000 cu. yd. o. cut excav., Sta. 






























































384-391 +50, Type A.... .88 .70 91 1.25 75 .90 1.00 .92 1.30 1.10 107 
35,000 cu. yd. op.-cut excav., Sta. = oc 
391 +50-412, TypeB.... .88 1.10 1.09 1.25 .80 .90 1.00 1.59 1.57 1.70 1.28 


34,000 cu. yd. op.-cut excav., Sta. 


412-431, Type A........ . 88 65 1.02 By £3) 1.15 .90 1.15 1.30 1.00 1.28 1.00 
38,000 cu. yd. op.-cut, Sta. excav. é . 
473 + 50-493, Type A... . .88 fy £3) 1.10 85 .80 .90 1.45 1.16 1.10 1.30 1.03 
2,000 cu. yd. op.-cut excav., Sta. " oe, 
545 + 30-546, Type A.... .88 1.20 1.34 1.50 1.90 .90 1.90 1.55 1.55 1.70 1.44 
6,000 cu. yd. op.-cut. excav. Sta. > é 
553 + 85-555, Type B.... .88 me fo 66 1.00 1.55 .90 .70 13 .65 1.00 84 
19,000 cu. yd. op.-cut excav., Sta. <! 2 
566-573, Type A........ .88 .85 1.20 1.00 .90 .90 1.30 1.25 1.20 ¥.25 1.07 
14,000 cu. yd. op.-cut excav., Sta. : 
580-587 +50, Type A.... .88 .90 1.09 1.00 Pts .90 1.75 1.48 1.45 1.50 1-2 
45,000 cu. yd. op.-cut excav., Sta. 
587+ 50-619, Type B.... . 88 75 .90 1.00 .85 .90 1.70 1.31 1.30 1.40 1.10 
73,000 cu. yd. op.-cut excav., Sta. 
619-645, Type A........ .88 .55 .86 .70 Lad .90 1.05 1.04 1.25 1.00 .94 
53,000 cu. yd. op.-cut excav., Sta. 
645-652 +50, Type A.... .88 .60 .97 75 1.15 .90 .90 42 1.25 1.00 91 
70,000 cu. yd. op.-cut excav., Sta. gs 
689-702, Type A........ .88 ay £3) .93 ay £3) .70 .90 1.00 Pas 1.25 1.05 .94 
11,000 cu. yd. refil. & embank., raat 
Sta. 384-391 4+-50....... .25 .30 .50 .30 .25 .30 .30 30 .3D .30 313 
24,000 cu. yd. refil. & embank., i ; 
Sta. 391 +50-412....... .25 .30 .o2 .30 .25 .30 .30 .30 .30 35 .30 
21,000 cu. yd. refil. & embank., ; : 
Sta, 421-481.......... .25 .30 31 .30 .25 .30 .30 .30 .30 30 294 
16,000 cu. yd. refil. & embank., j 9a) 
Sta. 478+ 50-493....... .25 .30 .o2 .30 25 .30 .30 30 .35 30 294 
500 cu. yd. refil. & embank., 4 en 
Sta. 545+ 30-546....... .25 .30 42 .30 .25 .30 .30 30 .30 40 314 
2,000 cu. yd. refil. & embank., ae hes 
Sta. 5534+ 85-555....... .25 .30 .43 .30 .25 .30 .30 .30 .39 35 314 
7,500 cu. yd. refil. & embank., ; a ; 
Ste. G56-753........... .25 .30 .o¢ .30 .25 .30 .30 30 35 .30 .30 
7,500 cu. yd. refil. & embank., ave ee 
Sta. 580-587+50....... 25 .30 31 .30 25 .30 .30 .30 .35 30 293 
40,000 ecu. yd. refil. & embank., aes 
Sta. 587+50-619....... .25 .30 .32 .30 .25 .30 .30 .30 .35 30 . 294 
45,000 cu. yd. refil. & embank., ma a 
Sta. 619-645......... ; 25 .30 31 30 .25 .30 .30 .30 .35 30 .293 
16,000 cu. yd. refil. & embank., : 
Sta. 645-6524+50....... .25 .30 oe .30 25 .30 .30 30 .35 .30 .30 
31,000 cu. yd. refil. & embank., ; 
Sta. 689-702........... 25 .30 34 .30 .25 .30 .30 .30 35 .30 .30 
40,000 cu. yd. surface dressing : 
and grassing........ Sse .40 .60 .48 .40 .40 .70 60 .40 .60 -50 ol 
70,900 cu. yd. cone. masonry for 
aqueduct in open cut and > 2 — 
onembankment...... ; 5.00 4.75 5.25 5.25 5.00 5.30 4.75 5.50 5.50 6.50 5.28 
2,200 = yd. —* masonry 
or culverts, retainin 
WG ois ks 5g we, s “ 6.00 7.00 6.00 6..25 6.00 5.00 6.00 7.00 6.00 6.00 6.12 
5,700 cu. yd. reinforced concrete 8.00 7.00 8.20 6.25 5.50 6.40 8.00 12.00 10.00 10.00 8.13 
200 cu. yd. rubble masonry ; 
and paving in mortar... . 5.00 5.00 4.35 4.50 4.50 4.00 4.50 3.00 4.50 5.00 43 
1,100 cu. yd. dry rubble masonry a : 
ie 1) ee 4.00 4.00 3.30 2.50 4.00 4.00 2.50 3.00 3.50 3.50 3.438 
6,000 cu. yd. goes “_— 
ravel and material for . 
ons Sean ree oye, ake 2.00 2.00 1.95 2.00 1.50 1.80 Ld 2.00 T7D 1.75 1.85 
300 cu. yd. surfacing macadam is 
1 Ae re A 4.00 3.00 2.20 3.00 3.00 3.00 3.00 1.25 4.00 2.00 2.85 
12 sluice-gates & gate-valves. 100.00 110.00 93.75 90.00 100.00 100.00 100.00 75.00 100.00 90.00 95 . 88 
1 Venturi meter........... 8,000.00 7,500.00 9,125.00 10,800.00 8,000.00 800.00 5,000.00 8,000.00 7,500.00 12,000.00 7,672.50 
10 tons cast-iron pipe and 2 
special pipe castings... . . 80.00 100.00 100.00 75.00 75.00 80.00 75.00 80.00 100.00 80.00 84.50 
8,000 lin. ft. vitrified ee ’ 1.00 1.25 1.40 15 1.00 1.00 1 to 1.50 1.00 06 
250 M. ft. B.M. timber anc _ 
ee ee eS eae 60.00 60.00 60.00 50.00 50.00 70.00 50.00 40.00 60.00 60.00 56 .00 
6 test. portions of aqueduct 500.00 900.00 1,175.00 500.00 1,000.00 800.00 1,000.00 400 .00 850.00 500.00 762.50 
1,400 lin. ft. testing portions of + 
aqueduct exceed. 200 ft. 2.00 1.30 2.45 1.50 2.00 2.00 2.00 2.00 3.00 1.00 1.95 


Crossing tracks of Putnam 
m., Naw. BR. 


CET GIN) 66. 6 o.c oo 10,000.00 5,000.00 3,000.00 6,000.00 4,500.00 3,000.00 1,000 .00 3,000 .00 3,000 .00 1,500 .00 4,000 .00 
180,000 cu. yd. rock excav. in tun. 5.25 5.33 5.00 §.75 5.00 5.70 5.75 7.00 6.30 6.50 5.85 
1,900 sq. yd. addit. trim. in tun. 2.00 3.00 5.15 5.00 3.00 5.60 5.00 3.00 6.00 4.00 4.17 
2,000 cu. yd. earth excav. in tun. 4.00 4.00 4.25 4.00 4.00 4.00 4.50 7.00 >. 00 8.00 4.88 
500 cu. yd. enlargement of yy } 
tunnel section in earth. . . 10.00 10.00 7.65 6.00 5.00 9.00 10.00 7.00 9.00 4.00 7.76 
357 M. ft. B.M. permanent tim- : f Pieces 
bering in tunnel......... 55.00 60.00 62.50 50.00 50.00 70.00 60.00 60.00 60.00 90.00 61.75 
71 M. ft. B.M. temporary tim- is : site 
bering in tunnel......... 50.00 55.00 57.00 40.00 50.00 70.00 50.00 50 00 60.00 60.00 54.29 
15,430 lin. ft. tunnel ee. ae 1.00 1.50 1.36 1.00 1.00 1.50 1.00 50 1.50 5.00 3.02 
15,430 lin. ft. forms for masonry : " 
lining in tunnel......... 3.00 3.00 3.65 2.00 2.50 3.50 2.50 3.00 3.00 4.00 3.02 
46,700 cu. yd. concrete masonry ate ; 
= ; §.25 5.40 5.10 5.25 5.00 5.40 § 25 6.00 5.75 6.00 5.44 
2,000 cu. yd. excess concrete ¥ ; 
nee bel iestennnal TRIN 2.50 2.50 2.50 2.50 2.50 2.50 2.50 2.50 2.50 2.50 2.50 
200 cu. yd. brick masonry in : eS 
oth acetate aia ; 20.00 20.00 16.50 15.00 20.00 14 15.00 10.00 15.00 25.00 17.05 
8,200 cu. yd. dry packing. . ne 2.00 2.00 2.45 3.00 2.00 2.60 2.50 2.50 2.50 3. 2.45 
500 lin. ft. drilling holes in ‘ 4 
rock or masonry..... ie .40 75 45 1.00 50 .60 1.00 40 50 80 64 
1,700 lin. ft. steel pipes for ae 
grouting...... + Ee Rees 2¢ .25 35 .50 .25 .90 .50 13 .30 .40 38: 
. 171,500 bbls. Portland cement... . 1.45 1.56 1.45 1.60 1.50 1.60 1.50 1.50 1.70 1.75 1.56 
500 cu. yd. grout for Port. cem. 4.00 6.00 7.25 10.00 4.00 9.00 5.00 4 00 6 .00 8.00 6.33 
36,000 lin. ft. stone bound. walls. Bf, 1..25 1.10 .80 1.00 .90 90 25 1.35. 1.00 1.03 
15,000 lin. ft. fences and guard- 3 
“EEE SIT SMe g aeatrar .30 40 .30 .30 .30. .60 230 .30 .45 25 35: 
484,000 Ib. steel for reinforce. conc. .02 .04 .04 .03 .03 .03 .04 .03 .04 .05 032 
30,000 Ib. wrought iron, cast iron ie 
<3”. Rape 07 08 .08 08 07 
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(A) (B) (C) D E F) (G) (H) (1) (J) (K) 

2,000 Ib. bronze............... 80 75 .70 So & A .60 75 is ¥ 68 

18,000 Ib. galvanizing........... 05 05 04 08 01 06 05 03 04 05 04 
50 months medical and sur- ; . 

gical prdctitioners....... 150.00 150.00 150.00 150.00 200 .00 150.00 200 .00 200 .00 200 .00 125.00 167.50 

50 months sanitary service. . . 500 .00 300 .00 250.00 200 .00 400 .00 150.00 500 .00 150.00 1,000.00 750.00 420.00 

Cleaning up (lump sum)... 5,000.00 5,000.00 3,500.00 3,000.00 5,000.00 6,000.00 10,000.00 1,000.00 1,000.00 10,000.00 4,950.00 

Rertabei ech it Race, $2,598,260 $2,600,735 $2,688,879 $2,695,495 $2,710,555 $2,780,880 $2,864,035 $3,121,636 $3,161,555 $3,309,695 


Time: 50 months. Bond required: $525,000. 


New York, N. Y.—Following are the details of bids received by the Board of Water Supply, April 6, for Contract 18, a portion of the 
Newburg Division of the Catskill aqueduct, for which the American Pipe and Construction Company was awarded contract, as stated 
last week: (A) Richard E. Heningham, 1 Madison avenue, New York, separate bid; (B) The Acme Engineering and Contracting 
Co., 100 Broadway, New York, separate bid; (B*) same, combined with Contract 17; (C) The Clement-King Co., 411 Land Title Bidg., 
Philadelphia, Pa., separate bid; (D) Robert C. Storrie & Co., 31 Nassau street, New York, separate bid; (E) The Dravo Contracting 
Co., 814 Lewis Block, Pittsburg, Pa., separate bid; (F) Henry P. Burgard Co., 275 Lathrop street, Buffalo, N. Y., separate bid; (G) 
American Pipe and Construction Co., 112 North Broad street, Philadelphia, Pa., combined with Contract 17 (awarded contract) ; (A) 
Rodgers & Hagerty, 121 West 125th street, New York, combined with Contract 17; (I) Millard & McDermott, 1116 Pennsylvania 
Bldg., Philadelphia, Pa., combined with Contract 17: 





: (A) (B) (B*) (C) (D) (E) (F) (G) (H) (I) 
25,000 cu. yds. removal of top-soil............ $0.35 $0.40 $0.40 $0.40 $0.40 $0.45 $0.50 $0.40 $0.45 $0.45 
140,000 cu. yds. op.-e’t excav., Sta. 1655 to 1734. .35 .50 .50 .40 .52 45 .60 .38 .70 59 
100,000 cu. yds. op.-e’t excav., Sta. 1734 to 1777 a2 
Mee ag ete cca © eedtnes oc I .65 .80 .80 .67 1.15 1.50 1.50 .80 .70 .67 
55,000 cu. yds. op.-e’t excav., Sta. 1777+50 e 
{78 C1 ae eae ee en err. .65 .60 .60 25 .70 1.00 1.00 .60 .70 .59 
140,000 cu. yds. refilling and embanking, Sta. 
ROS BOB aoa s dine g res roa Be dmaars 30 30 .30 ae .25 .29 .35 .25 .28 35 
37,000 cu. yds. refilling and embanking, Sta. i# 
WC Rog Yc | rio aera 35 .30 30 35 .40 .25 35 25 .28 35 
38,000 cu. yds. refilling and embanking, Sta. ca 
Vide, J... 5 en ee .35 30 30 30 .30 . 25 35 25 28 35 
20,000 cu. yds. surface dressing and grassing,.... .35 45 45 50 50 .40 45 40 7 45 
75,000 cu. yds. conerete masonry for aqueduct : 
in open cut and on embankment...... 5.75 &.25 5.15 5.75 5.50 5.70 6.50 5.25 5.40 >. 50 
2,500 cu. yds. concrete masonry for culverts, re- . 
CABIN OAS CLO S oon 5 dk oe Sw oe ceeds 6.50 6.75 6.75 6.50 7.00 5.70 7.00 6.50 7.00 6.00 
200 cu. yds. rubble masonry and paving in 
NS 3's bbc Bares a k's Owes A eae eee ae ee +.00 5.00 5.00 6.50 3.00 3.50 5.00 4.50 4.00 4.00 
100,000 bbls. Portland cement................. 1.50 1.65 1.65 1.65 1.65 1.50 1.75 1.50 1.50 1.50 
1,200 cu. yds. dry rubble masonry and paving. 3.00 3.50 3.50 4.50 3.00 3.00 3.00 2.50 4.00 3.00 
250 cu. yds. crushed stone and gravel....... 3.00 2.50 2.50 2.50 2.50 2.00 2.00 2.00 2.25 2.25 
600 cu. yds. surfacing macadam roads....... 3.00 4.00 4.00 2.50 2.50 2.00 4.00 3.00 1.25 2.25 
a ROO en a hace cg Gale we ... 100.00 100.00 100.00 150.00 100.00 100.00 100.00 90 .00 100.00 100.00 
2 tons cast-iron pipes and special castings. 100.00 100.00 100.00 100.00 150.00 100.00 100.00 90.00 100.00 100.00 
2;560 lin. 1. Vitrified PIDE... «05... 06s cece ous 1.50 1.00 1.00 1.50 1.50 1.00 1.25 1.25 1.00 1.00 
100 M. ft. B. M. timber and lumber....... 55.00 60.00 60.00 60.00 50.00 50.00 50.00 50.00 30.00 60.00 
7,500 lin. ft. stone boundary walls............ 1.10 1.25 1.25 1.50 1.50 1.00 1.25” 1.50 1.20 1.25 
3,000 lin. ft. fences and guard-rails........... .40 .30 .30 .30 .40 .30 .85 .40 .30 .25 
120,000 Ibs. steel for reinforcing concrete......... 044 .044 .044 045 04 .03 .04 .04 03 .30 
2,500 Ibs. wrought iron, cast iron and steel... . . .06 06 .06 04 10 .07 .07 .08 .10 10 
HG NOM cg os, acs iets ao warm aseisiecce lente 4 .50 .60 .60 .60 75 .80 .50 .50 75 90 
6 testing portions of aqueduct............ 750.00 800.00 800.00 900.001,000.00 500.00 500.00 500 .00 500.00 600 .00 
1,200 lin. ft. testing portions of aqueduct ex- 
ceeding 200 ft. in length............ 3.00 2.00 2.00 3.00 2.00 2.00 2.00 1.50 2.50 3.00 
Cleaning up (lump sum............. ......... 6,000.00 2,500.00 2,500.00 4,000.00 5,000.00 1,000.00 2,500.00 1,000.00 100.00 1,000 .00 
PRCHGH Nts he fier. an Ae ore oo... . $876,250 $885,135 $877,635 $915,985 $949,425 $965,705 $1,105,375 $836,185 $807,562.50 $892,737.50 
CONMEIOE TE Bcc cists twice sie ed ens siete Maree ays s Pa era vi | ae Bi epee eel eee & ROA Ae 722,510 772,267 .50 808,852 .50 
Potala: Comtractea l7 amis... oc s ada tec’ acces $1,652,170 .. ns ener oe cece caeeeee.. $1,558,695 $1,669,830.00 $1,701,590 .00 


Time: 42 months. Bond required: $260,000. — 


New York, N. Y.—Following are the details of bids received by the Board of Water Supply, April 6, for Contract 17, a portion of the 
Newburg Division of the Catskill aqueduct, contract for which was awarded the American Pipe and Construction Company, as stated 
last week: Bids in detail were submitted by (A) Shnable & Quinn, 103 Park avenue, New York, separate bid; (B) The Dravo Contract- 
ing Co., 814 Lewis Block, Pittsburg, Pa., separate bid; (C) The Clement-King Co., 411 Land Title Bldg., Philadelphia, Pa., separate 
bid; (D) Acme Engineering and Contracting Co., 100 Broadway, New York, separate bid; (D*) same, combined with Contract 18; 
(E) Robert C. Storrie & Co., 31 Nassau street, New York, separate bid; (F) North-Eastern Construction Co., 225 Fifth avenue, New 
York, separate bid; (G) Henry P. Burgard Co., 275 Lathrop street, Buffalo, N. Y., separate bid; (H) American Pipe and Construction 
Co., 112 North Broad street, Philadelphia, Pa., combined with Contract 18 (awarded contract): (1) Rodgers & Hagerty, 121 West 
ee be New York, combined witn Contract 18; (J) Millard & McDermott, 1116 Pennsylvania Bldg., Philadelphia, Pa., combined 
with Contract 18: é 








(A) (B) (C) (D) (D*) (E) (F) (G) (H) (1) (J) 
24,000 cu. yds. removal of top-soil... . $0.30 $0.45 $0.40 $0.40 $0.40 $0.40 $0.35 $0.50 $0.40 $0.45 $0.45 
31,000 cu. yds. excav., Sta. 1514 to 1539. .40 .45 45 .62 .62 .50 .85 .65 .40 .60 57 
21,000 cu. yds. excav., Sta. 1539 to 1555. . 50 .80 70 .70 .70 .65 .88 1.00 1.00 .60 95 
148,000 cu. yds. excav., Sta. 1555 to 1655. . 37 45 A5 .50 .50 .50 54 .65 .39 60 .67 
46,000 cu. yds. refilling and embanking, Sta. 
Tene Ce Ms. ae renee was .30 .29 .o¢ 45 45 .40 .30 .40 .30 .28 .39 
58,000 cu. yds. refilling and 'embanking, Sta. 
pi 2 Ok | Se ear ree .40 25 .50 .40 45 .44 .40 45 35 28 .49 
113,000 ecu. yds. refilling and embanking, Sta. z 
10) Sop Oe eee .B0 25 .30 25 .25 28 .30 35 25 28 35 
16,000 cu. yds. surface dressing and grassing. 50 .40 .50 .45 45 70 .40 45, .40 ey 45 
65,000 cu. yds. conerete masonry for aque- Ales 
duct in open cut and on embankm’t. 5.03 5.50 5.50 5.50 5.40 5.50 5.60 6.00 >. 25 5.40 5.50 
5,000 cu. yds. conerete masonry for cul- . 
verts, retaining walls, etc......... 5.70 5.50 6.25 73235 7.25 7.00 6.50 6.00 7.00 9.00 7.50 
200 cu. yds. rubble masonry and paving 
MINORU ons itu tare cre a cree 4.80 3.50 5.50 5.00 5.00 3.50 5.00 5.00 4.50 4.00 4.00 
90,000 bbls. Portland cement.............. 1.50 1.50 1.60 1.65 1.60 1.70 1.60 1.55 1.50 1.50 1.50 
1,000 cu. yds. dry. rubble mas’ry and pav’g. 4.20 3.00 4.50 3.50 3.50 3.00 3.00 3.00 2.50 4.00 3.00 
250 cu. yds. crushed stone and gravel. . 2.40 2.00 2.00 2.50 2.50 2.50 2.00 2.00 2.00 2.25 2 .25 
200 cu. yds. surfacing macadam roads... . 4.80 2.00 2.00 4.00 4.00 2.50 3.00 4.00 3.00 1.25 2.25 
EGNIIGMGIRERE Oe oe om cress 5 en eee zak ss 100.00 100.00 150.00 100.00 100.00 100.00 100.00 100.00 100.00 100.00 100.00 
1 ton cast-iron pipe and spec. pipe cast’s 100.00 100.00 100.00 100.00 100.00 150.00 100.00 106.00 100.00 100.00 100.00 
, , OOO tn. FE. Citrahied PIG... 065 o cee eee 1.20 1.00 1.50 1.00 1.00 1.50 1.00 25 1.25 1.00 1.00 
100 M. ft. B. M. timber and lumber....... 42.00 50.00 60.00 60.00 60.00 50.00 60.00 50.00 50.00 40.00 60.00 
?,000 lin. ft. stone boundary walls......... 1.50 1.00 1.25 1.25 1.25 1.40 1.25 1.25 2.00 1.20 1.25 
5,000 lin. ft. fences and guard-rails......... .30 .30 .30 .30 .30 .40 .30 .35 .40 .30 .25 
10,000 Ibs. steel for reinforcing concrete..... . 044 .03 .044 .044 044 .04 05 04 .04 .03 .03 
',000 Ibs. wrought iron, cast iron and steel. .10 .07 .04 .06 .06 10 .06 .07 .07 10 ; 10 
SOND EE RIESE 5 a sie Sov aks oh arerarevet .60 .80 .60 .60 .60 15 .50 .50 .50 75 .50 
} OOD Te, SE VAIISIN Eso. oles oe occ wee .03 15 .05 05 05 .05 _ 04 .02 .04 .03 .05 
5 testing portions of aqueduct......... 600.00 500.00 800.00 800.00 800.00 1,000.00 250.00 500.00 500.00 500.00 600.00 
100 lin. ft. testing portions of aqueduct 
, exceeding 200 ft. in length........ 2.00 2.00 2.50 2.00 2.00 2.00 2.00 2.00 1.50 2.50 3.00 
Sicporting the tracks of the Central New 
England R. R. (lump sum)........ 7,600.00 1,000.00 4,000.00 2,000.00 2,000.00 2,500.00 2,830.00 2,000.00 5,000.00 3,000.00 1,000.00 
Cleaning up: (amp sum). ........2.. 0 s8ce: 1,280.00 1,000.00 3,000.00 2,500.00 2,500.00 3,500.00 1,500.00 2,500.00 1,000.00 100.00 1,000.00 
RPONMMR re Sark ciao a o's, Usenet esceeene wine $699,255 $722,580 $772,530 $782,635 $774,535 $790,010 $790,580 $838,910 $722,510 $772,267 $808,852 


Time: 42 months. Bond required: $260,000 
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Augusta, Ga.—The Water Works Com- 
mittee has awarded contract to Hallahan & 
Costello, of Augusta, for laying water 
mains during 1909; estimated expenditure, 
$10,000. 

Louisville, Ky.—For the contract to in- 
Stall 75 new hydrants in the city, the W. 
P. Adams Company, of Valley Station, was 
the Successtul bidders. The hyarants are 
to be installed at a cos. of $119 each. 

Methuen, Mass.—The Board of Water 
Commisioners has awarded the contract 
for laying water pipes on Howe, Cross, 
Forrest and Hampstead streets, to Trum- 
bull & Co. of Boston, the lowest bidders. 
The bids that were submitted by the vari- 
ous contractors in the respective streets 
per foot, were as follows: Trumbull & 
Company, Howe street, 20 cents, Hamp- 
stead street, 20 cents, Forrest street, zv 
cents, Cross street, 19 cents. Fred Stow- 
ers, Howe street, 25 cents, Hampstead 
street, 25 cents, Forest street, 25 cents, 
Cross street, 20 cents. J. 8S. Chambers of 
Lawrence, 30 cents per foot for all. J. 
Evans of Lawrence, Howe street, 22 1-4 
cents, Hampstead street, 22 1-4 cents, For- 
rest street, 24 1-4 cents, Cross street, 19 1-2 
cents. 


New Bedford, Mass.—The Water Board, 
Lettice R. Washburn, President, April 20 
awarded contracts tor Waler ineiers on 


which bids were opened by Superintendent 
Coggeshall, April 16. Up to the 2-inch size 
of meters the lowest bids were from H. R. 
Worthington and the Union Water Meter 
Company. This was complicated because 
of the fact that Worthington presented two 
bids for each size, in accordance with type 
of register which would be used. In the 
aggregate the Union Water Meter Company 
offered the lowest bid, but taken item for 
item and the lowest bid would be divided. 
It was decided to accept lowest price per 
item, and H. R. Worthington was awarded 
the %-inch and 1l-inch sizes at $6.50 and 
$13.50 each. 

The Union Water Meter Company was 
awarded: Sixty %-inch meters with %-inch 
connections for the sum of $400; thirty %- 
inch meters with %-inch connections for 
the sum of $315; Six 1%4-inch meters with 
1%-inch connections for the sum of $155; 
forty-eight 2-inch meters with 2-inch con- 
nections for the sum of $2,060. 

The Thomson Meter Company, of Brook- 
lyn, N. Y., was awarded their Lambert 
meter in 3-inch, 4-inch and 6-inch sizes at 
$80, $160 and $320 each. 

Regarding the ‘current’? type of meter, 
the first item consisted of 10 watering cart 
meters, the four bids for which were ex- 
actly the same, two of the bids, however, 
being for composition cased meters, which 
gave them a preference. It was decided 
to accept the bid of the Hersey Manufac- 
turing Company, of Boston, for a compo- 
sition cased meter at $45 each. 

Aside from the above it was decided not 
to consider any other bids on 2-incen ana 
8-inch current type of meter. 

It was decided to accept the bid of Hen- 
ty R. Worthington to supply the ‘“Tur- 
bine”? meter in 4-inch and 6-inch sizes at 
$120 and $275 each. 

: H. R. Worthington kid $6.50 for 54 me- 
ers. 


The other bidders were the National 
Meter Company, of New York; Hersey 
Manufacturing Company, of Boston, and 


the Neptune Meter Company, of New York, 
their prices being much alike, $8 to $8.60 
for the small sizes, $12 to $16.80 for the 
% and one-inch meters, $30 to $40 for 
— 1%-inch, and $45 to $61 for the two- 
nch. 

The National, Hersey, Neptune compa- 
nies and H. R. Worthington bid on cur- 
rent meters. For ten 2-inch watering cart 
meters the price submitted by all was $45; 
three firms bid $40 for a single 2-inch with 
fish trap, and for three 3-inch, one 4-inch 
and one 6-inch, all with fish traps. Wor- 


thington submitted the low bid $70, $120 
and $275. 
Billings, Mont.—The Piper Construction 


Company, city, has secured a contract to 
construct reinforced concrete equalizing 
reservoir for the Billings Water Power Co.; 
it will have a capacity of about 2,000,000 
gallons and cost about $15,000, to be com- 
pleted by June 15. 

Elgin, Neb.—Contract for constructing 
water works, bids onened April 13, has 
been awarded to Katz-Craig Construction 


Company, Omaha, for $13,183. John W. 
Early, Consulting Engineer, Columbus, 
Neb. 

Somerville, N. J.—The American Water 


Softener Company, 1011 Chestnut street, 
Philadelphia, has been awarded contract to 
install for J. B. Duke, Duke’s Farm, Somer- 
ville, a 10,000,000-gallon filtration plant to 
consist of twenty of the company’s stand- 
ard 8-foot diameter by 20-foot long hori- 
zontal pressure filters. 

Woodbury, N. J.—The lowest bid opened 
Apr. 6 for furnishing 16,000 feet of 16-inch 
cast-iron pipe is stated to have been sub- 
mitted by the Camden Iron Works Com- 
pany, of Camden, at $21.79 per ton; low- 
est bid for laying the pipe was that of 
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the Stewart Construction Company, of Eas- 
ton, Pa., at 34 cents per foot. 

Lockport, N. Y.—The Mayor and City 
Clerk have been given authority to enter 
into a contract with Elmer Johnston, of 
North Tonawanda, to keep a light burning 
on the water works intake crib of the city 
at North Tonawanda for one year at a 
salary of $50, until such a time as the city 
can establish a permanent light on the crib. 

Syracuse, N. Y.—The oniy bid received 
and opened on Apr. 12 by the Board of 
Contract and Supply for 1,763 tons 20, 18, 
12 and 8-inch pipe was submitted by the 
United States Cast Iron Pipe & hbvuunary 
Co., of New York City, at $22.40 per ton, 
and for 50,000 pounds special castings, 2.4 
cents per pound. Pierce, Butler & vierce, 
of Syracuse, were the lowest bidders for 
76,000 pounds lead pipe at $4.61 per cwt. 

Warwick, N. Y.—Contracts have been 
awarded as follows, bids opened Apr. 16: 
To R. D. Wood & Co., of Philadelphia, Pa., 
for about 2 miles of water pipe; the Rens- 
selaer Manufacturing Co., of Troy, for hy- 
Grants and valves, and Ablett & Bowes, of 
Cohoes, for trenching; total cost, $8,500.— 
F. V. Stanford, President Board Water 
Commissioners. 
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Waynesville, N. C.—City has awarded 
contract to Guild &..Co., Chattanooga, 
Tenn., at $4,773.72, to lay five-mile gravity 
line of 8 and 10-inch cast-iron water pipe 
ard construct intake for water works.—J. 
L. Ludlow, Winston-Salem, N. C., Consult- 
ing Engineer; G. W. Mastin, Chairman 
Water Works Committee. 

Swanton, O.—The contract for construct- 
ing water works. has been awarded to 
Young & Gray, of Toledo, at $1v,268.—W. 
D. Eiwell, Village Clerk. 

Taledo, O.—'I'he Wickes Boiler Company, 
of Saginaw, Mich., was the successful one 
among a half dozen bidders for pipe needed 
in the water filtration contract; the Serv- 
ice Board awarded it the contract for .1,060 
feet of it at $7.13 a foot, about $7,557. The 
Norwood Engineering Company was given 
a contract for 25 tons of special castings 
for $1,825, and the United States Cast Iron 
Pipe & Foundry Company the contract for 
about 134 tons of specials for a total of 
$3,370. There are a few other contracts 
yet to be let. 4 

Altoona, Pa.—Water Department April 22 
opened bids and awarded contract to Seanor 
& Carothers for the completion of the work 
of constructing Altoona’s new water basin, 





Richmond, 


Va.—Following is the list of bids opened and contracts awarded by the 


Committee on Water, O. L. Horner, Clerk, for 1909: 
VALVE AND METER BOXES. 


Rich’d Iron 

Works. 
WRIVO TORS: sivsie2as'see eink awe $6.47 each 
MIGIOE DO ROS sb 4:00 sss Oe eee eee 1.47 each 


Boyd Iron 


O. G. McGee *Darling Pump 
& b. Works. 


Son. & Mfg. Co. 


$5.15 each 314,¢. per lb. $5.25 each 
Rich’d Foundry 
& Mfg. Co. 
1.64 each $1.78 each ¥1.46 each 


HAULING PER TON OF 2,000 POUNDS. 


Stamper Bros. & Ragland. 
$1.09 + 92c. 


Jno. Tyler & Co. 


J. C. Cheatwood. Pioneer Trans. Co. 
$1.08 $1.00 


WATER METERS AND CONNECTIONS. 


*Badger Meter Co... 


Cast-iron frost plate +} BAG? su. os ec cee ne ele 


tAll bronze 


Srutn-Courtney Co., Billa ..6seisis ckiciss 5.6! 5.6 sieve 


Va.-Carolina Supply Co., Acorn 
H. B. Frischkorn, Hersey 


Hotchkiss & Gordon, Lambert... .cccccacceeses 
a ab ASIGBA YY, TROY BLOC 6.0.0.0 616) c)0s6 0.0050 8 8 ave.cle' 
Southern Rwy. Supply Co., Trident............ 


McGraw- Yarborough Co., Nash 


SMMC DUC, TOI. 5 6c 65.6 ssn 5 ose o cere soeee's 


Ce 


5g-inch %,-inch 1-inch 
Raia wheiecatareneyers $6.75 $11.00 $18.00 
Piece een Peletaeteiers 6.90 11.50 19.00 
Slaxstascierelerenteceiere 7.3 10.98 14.73 
dL svaierclaiaiens ie Mane 7.55 11.40 15.20 
Sie aebustearersurateless 6.93 10.39 13.86 
esseeWahahotecsversuarere 8.40 12.60 16.80 
ivarecancieneteeetene 7.98 11:97 15.96 
Shatter eiornees 8.40 12.60 16.80 
Glotala srs oreieierlare 8.40 12.60 16.80 
sib alate ais latest orm -ohs 8.40 12.60 16.80 


CUTTING AND REFILLING PIPE TRENCHES AND REPAVING OVER TRENCHES 
CUT IN PAVED STREETS. 


Repaving, cutting and refilling pipe trenches Furnace 


Phewning & Grimes os. 6 sci os00'06eie 0's 40c. 
5 RT OIE Ue US 2c! ae ear eee eae 45c. 
RIE ies 0c a ee 40c. 
SiC. O02) | CREE | San ae pce ener A 28c. 
Bs AMET I 855 5.520 eso 5'k Gidea oso aie sor 36c. 
BE GAG OT scr ee Near arr 45c. 
PE RA EN og ass -6 09 a1 eereGrerere brane "ets 39¢c 
OE PEN sens: 0% nae op i050 area wis 0 wivrsxereie 50c. 
JE NEE OY Oak, OF: a ee ene eee a 38c. 


per cubic yard cinders. 


Paved. Clay. Gravel. per C. Y. 
33c. 33c. 30c. 60c. 
30c. 34c. 34c. 75c. 
26c. 36c. 39c. 40c. 
30c. 30c. 30c. 1.28 
36c. 36¢. 36c. 60c. 
34c. 38c. 28c. 40c. 
29c. 39c. 35e. 46c. 
35c. 8714¢c. 35ce. 50c. 
38c. 48e. 34c. 60c. 


PAVING AND REPAVING OVER SERVICE CONNECTIONS AND FOR REPAIR WORK. 


Relaying granite or Laying new granite Furnace 
cobblestone paving paving cinders 
Per Sq. Yd. Per Sq. Yd. Per C.Y. 
ROU ORSREREE onic ab 56. S.s cate weeks 52c. $1.10 75c. 
Jc. WY CIE Be BLO e050 ose are saes 50c. 1.05 50c. 
WROE, A. SREY Ge Os i665 56508 6520K4s 38c. .89 60c. 
TWO STORY BRICK STOREHOUSE AND SHOP. 
TWilkinson & Palmore. ....:.000 00800 $1,613.00 Jon Amrnein & Bro: » 66s iecncaie sp 5% 1,759.00 
A Co PAGUBION 6S ose a's 6.s soe o's eiwiea ier 1,843.00 FE. C. Woodard......eeeeeeeeseeeeees 1,772.00 
Ds, ibs, A RERDSE EO 50.5.0: cele pn ora bi orelsioie TORS200) “Walter VDOURIBS . o6o4.c0.c d-oas0 se Gees 1,935.00 
RS Ee) PERE EOUML oi 5-ie) sin Sa wiele are aceo esieier T.1S0200 "SAB MOR Ge DOM: « cisseo:prtie oie v oe sie areretnre 1,843.00 
BRASS COCKS. 
R. W. for Wiping 
Tapping. Lead and Iron. Corporation. Solder. 
%in.%in. Yin. & in. lin. %in. % in. per pound. 
*Central Metal & Supply Co...... m0) RGD 65 .65 85 ~=—. BE .70 .00 
Simith=COUrtney CO, ...s.sss ese <2. sb¢ .42 .58 80 .88 .55 
+Va-Carolina Supply Co.......... 310 ° 265 -28 =.40 392 286 ~ 362 16 
Southern Railway Supply Co...... eich 61 43 ©6656 1.10 -09 70 
McGraw-Yarbrough Co. .......... 22 Jt: 49 § .63 ize «386 81 
Bl ESE AB PEROUT o oi50!5.s:0.0'010, 0 0 orale se .16 9-10 
CAST IRON PIPE AND SPECIAL CASTINGS PER TON. 
12 in 10 in. 6 in. 4in. Specials. 
SD SMMIOK VEINS COs 66s kes vaso iseiee oes $26.50 $26.50 $27.50 27.50 $60.00 
*Lynchburg Foundry Co......:........ 23.40 23.40 23.40 23.40 50.00 
*Glamorgan Pipe & Foundry Co....... 23.80 23.80 23.80 23.80 52.00 
Bae a eR OID 55 5 6 65 5 a 00 00 0:9.8 wl 23.40 23.40 23.40 23.40 50.00 
outhern Railway Supply Co.......... 24.05 24.05 24.05 24.05 2.50 
GATE VALVES. Fire Pig 
Hydrants, Lead, 
6 in 8 in. 10 in. 12in. Double Nozzle. per |b. 
*Central Metal & Supply Co.. $ 9.50 $15.00 24.00 $33.00 $25.00 .0548 
*+Chapman Valve Mfg. Co... 8.75 14.10 20.55 27.75 20.80f 
{ 10.50 16.80 22.50 31.00 ) 
*Darling Pump & Mfg. Co..+{ 11.50 17.50 24.00 32.90 } 23.90 
UT) BS Eggo 
*Glamorgan Pipe & Fdy. Co.. 9.70 15.70 29, r 
Smith-CourtneyCo Belshaseiaiel reser 11.41 17.02 25.45 31.18 23.27% 
Virginia-Carolina Supply Co.. 9.90 16.50 23.10 33.00 
ss, Prisehikoni <4... 6.06.5". 10.60 16.00 22.41 28.35 23.94 0442 
Southern Railway Supply Co.. 10.10 16.45 23.10 31.25 22.90 .045 
* Signifies non-resident bidder. 
+ Signifies firm to whom contract was awarded. - 
t Contract for fire hydrants not given to Chapman but to Smith-Courtney Co. Contrac 


for meters not yet awarded. 
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known as Lake Altoona, for which the sum 
of $300,000 was voted at the last municipal 
election; there were 17 bidders, an unprece- 
dented number in Altoona municipal con- 
tractoral work. Four local contracting firms 
bid for the contract, D. F. O’Rourke,: who 
had the last contract; W. H. Herr, the 
Vipond Construction Company and P. W. 
Finn & Co. The other firms are from 
Baltimore, Pittsburg, Greensburg, Philadel- 
phia and other places. Seanor & Carothers, 
of Greensburg, the successful bidders, were 
low, at $235,315.30. The respective bids ot 
the several firms are as follows: 


Crossan Construction Co......... $277,664.10 
Adam Laidlaw & Co.............. 283,635.00 
Norcross & Edmunds............. 261,107.00 
Wisher (S Coregmen. es eases cess eee 267,066.05 
Ahrens Construction Co.......... 279,630.00 
R. W. Sherman (Parker & Beebe) 262,592.00 
P, “F, Brenegimnger..... 2. c.ceck cere 278,000.00 
Swanton Brose. COs 6 co. ci ecicceuws 259,457.05 
MeATUHIUr Bred, COs: 0. 08s cece ne 357,891.50 
BOQOEH (GPG: oer 0.5 cistcee wicca we 269,828.00 
DW. Be IONS sie oe oeew ie aes hag sea 298.000.00 
BD. he Ce PRO goood sce arc cosine Gwe 254,040.25 
WY 5: i ta ao 05-40 bec de ines Cae 248,412.10 
Vipond Construction Co.......... 277,286.00 
Po Win eater OO nn oeccwccaeeee 273,531.70 
Seanor & Carothera.... 2.0... 235,315.50 
Bie Vg OR UDO es Sosa c vote sa eee cance 244,430.30 


The question has arisen as to what will 
be done with the remainder of the $300,000 
borrowed, since eSanor & Carothers will ex- 
pend but $235,315 on the contract awarded 
to them. Officials of the Water Department 
state that they will be asked to continue the 
work on the reservoir at the same rate as 
contained in their bid. The completed basin 
will have a capacity of 1,500,000,000 gallons, 
and the contract that has been awarded to 
Seanor & Carothers will give a capacity of 
five hundred million gallons. 

Belle Fourche, S. D.—J. E. Hilton, Vale, 
has secured contract for construction of 
main laterals, about 23,500 cubic yard exca- 
vation, and 25.1 miles of small lateral ex- 
cavation, in connection with Belle Fourche 
irrigation project, for $10,111. 

Nashville, Tenn.—The Board of Public 
Works, on April 8, awarded contract for 
laying 23,046 ft. of water main in various 
streets in Eastland and Lockeland, East 
Nashville, to Sullivan & Haggerty, at 
$5,811. Other bids received were: E. T. 
Lewis Co., $6,648: David Grewar, $6,628; 
John Broderick, $6,077. 

Dallas, Tex.—Though the market for iron 
pipe is much higher than when the initial 
order was placed, Mr. Sullivan has reported 
that the United States Cast Iron Pipe and 
Foundry Company has offered to extend 
the same rates, which are $26.25 a ton for 
6,000 feet of 10-inch and $29.80 a _ton for 
200 feet of 36-inch iron pipe; the Commis- 
sion approved of the plan. 

Bids for furnishing jute and couplings to 
the Water Department were opened and re- 
ferred as follows: Crane Company, $51.86; 
Briggs-Weaver Machinery Company, $51.91. 

Ogden, Utah.—Wheelwright Construction 
Company, city, was low bidder, April 19, 
for constructing distributing reservoir, etc., 
at $13,771.70. W. J. Moran, city, bid $15,- 
027.50 and J. P. O’Neill Construction Com- 
pany, city, bid $15,220. 


Seattle, Wash.—Contracts for water 
mains were awarded, Apr. 12, by the 
Board of Public Works, as follows: To 


Nicholas Jahn, for mains on Sixth avenue 
northwest, at $12,738, and_ to the Interna- 
tional Construction Co., New York Block, 
for mains on Dayton avenue. at $25,734. 

Tacoma, Wash.—H. J. McGregor, Com- 
missioner Public Works, April 5 awarded 
contract for constructing the 500.000-gal- 
lon standpipe to be built on Fletcher 
Heights to the Northwest Bridge Co., city, 
at $12,503. 

Wheeling, W. Va.—The Sub-committee 
on Pumps reported to Council that esti- 
mates on various makes of pumps had 
been asked for from various concerns in 
the country, that considerable data had 
been received on the subject and recom- 
mended that a 20,000,000-gallon pump be 
procured. Secretary Schwertfeger read the 
following estimates: 

International Steam Pump Co., $165,000 
for one 20.000,000-gallon pump, $140.000 for 
one 15,000.000-gallon pump, and $110,000 for 
One 10,000.000-gallon pump. 

Allis-Chalmers Co., $165.000 for 20,000,000 
gailons, $145.000 for 15.000.000 gallons, and 
$120.000 for 10.000.000-gallons. 

William Todd Co., $170.000 for 20,000,000 
gallons. $150.000 for 15,000,000 gallons, and 
$259.000 for two 10,000,000 gallons. 

The Wisconsin Fngine Co., offers to in- 
sta!l a 20.000.000-gallon pump for $187,000. 

The Platt Tron Works for $160.000. and 
the Hoovers-Owens-Rentchler Company 
for $200.000 offer to install two 10,000,000- 
£alion pumps. 

Piatteville, Wis.—The contract for the in- 

Staillation of a pumping system has been 
awarded to the Harris Air Lift Company, 
of Indianapolis, Ind., for $853. 
Saskatoon, Sask., Can.—Contract for lay- 
ing water mains and sewer pipe, bids 
Opened Apr. 18, has been awarded to Harry 
Welch, of Saskatoon, for $4,200.—J. H. 
Trvosdale, City Clerk. 
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LIGHTING AND POWER 


_ Camp Hill, Ala.—Citizens have voted to 
issue $10,000 bonds for the construction of 
an electric light plant. 

Corning, Cal.—The Northern Electric 
Power Company is planning to change the 
supply of power from 2,000 horsepower to 
6,000 horsepower for Corning and the round 
about country. 

Oakland, Cal.—Council is considering a 
$20,000 ordinance for a power house at 
Magnolia and Twenty-fourth streets. 

Americus, Ga.—The Electric Light and 
Water Committee has selected E. H. Davis, 
Griffin, to prepare plans and specifications 
for municipal electric plant; $40,000 bonds 
are available. 

Atlanta, Ga.—F. D. McMillan, 20 West 
Fifteenth street, city, is considering esti- 
mates on electric lighting. 

Macon, Ga.—The Central Georgia Power 
Company has been given a 50-year fran- 
chise to erect their lines through the streets 
of the city for transmission of current from 
the big dam. 

Macon, Ga.—The Georgia Lighting Com- 
pany, 456 Second street, desires prices on 
lighting fixtures and supplies pertaining to 
lighting by gasoline, kerosene, benzine and 
alcohol. 

Volimer, Ida.—Trustees have taken over 
the electric light plant; $4,000 will be spent 
in improvements. 

Champaign, Ill.—The University of Illi- 
nois will enlarge its power house this sum- 
mer; addition will be over twice as large 
in itself as the present power house; heat- 
ing power of the plant will be raised from 
1,500 to 5,500 horsepower by the installation 
of the new apparatus. 

Petersburg, Iil.—The Petersburg Electric 
Light Company is planning to change the 
system from single-phase, 125 cycles to 
three-phase, 60 cycles, which will require 
the installation of a 150 or 200-hp. engine 
and a 150 or 200-kw. alternator.—R. H. Ab- 
bott, President and Manager. 

Brazil, Ind.—F. M. Fauvre, Indianapolis, 
has purchased the controlling interest in 
the property of the Brazil Electric Company 
and will increase the capacity of the plant. 

Decker, Ind.—The Hydro Electric Com- 
pany will erect a water power plant near 
Decker, on White River; work will begin 
as soon as Congress has granted permission 
to the company to proceed.—S. F. Cre- 
silius, Louisville, Ky., Engineer; Engene 
Rush, Vincennes, President. 

Evansville, Ind.—The Board of Public 
Works has ordered the installation of thir- 
teen are lights and one gas lamp. 

Fort Wayne, Ind.—Property owners and 
business men on Columbus street are con- 
sidering plans for the erection of a number 
of electrical arches between Clinton and 
Harmon streets.—Wm. Dreier, Chairman 
Committee. 

Huntington, Ind.—To rehabilitate tempo- 
rarily the Huntington municipal electric 
lighting plant, the Huntington City Countil 
has authorized the advertisement for bids 
for two new boilers and a dynamo for use 
at the plant, hoping to tide over the present 
emergency until the city can find itself in 
better condition financially to handle the 
situation by rebuilding and re-equipping 
the lighting system; the present demand is 
for 123 city street lights. , 

Washington, Ind.—Council is considering 
a petition granting rights to lay gas mains 
to supply natural gas for lighting and heat- 
ing purposes. ‘ 

lowa City, la.—City has granted Franklin 
Benjamin, Galesburg, Ill., franchise for an 
electric light plant. 

Montezuma, la.—The Montezuma Elec- 
tric Light, Power & Heating Company has 
been incorporated; capital, $6,000. 

Wathena, Kan.—Bonds, $7,000, have been 
authorized for an electric light plant. 

Lexington, Ky.—Silas Shelburne & Son 
have decided to install electric power plant 
in tobacco warehouse. 

Lexington, Ky.—City has ordered the 
Lexington Railway Company to place 11 
are lights.—J. E. Cassidy, City Clerk. | 

Cambridge, Mass. — City Electrician 
O’Hearn has recommended that _the city 
begin to place its wires in conduits under 
the ground. 

Haverhill, Mass.—Stone & Webster, of 
Boston, have purchased the plant of the 
Haverhill Gas Company and will construct a 
plant to supply Whitman, Abington, Rock- 
land and Weymouth; 70 miles of gas mains 
will be laid; probable cost, $500,000.—P. J. 
Nevins, city, President. 

Holyoke, Mass.—The Board of Aldermen 
has voted a $20,000 loan for improving gas 
plant. 

Lawrence, Mass.—The Lawrence Gas 
Company will lay new mains in Essex St. 

Iron River, Mich.—The Menominee Range 
Power and Development Company will con- 
struct a dam and electric power plant at 
Saunders; estimated cost, $20,000; plans are 
being prepared.—I. W. Byers, city, Secre- 


tary. ; 
Lansing, Mich.—The Lansing Fuel and 








Gas Light Company will lay about 14 miles 
of gas mains. 
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Minneapolis, Minn.—The House of Repre- 
sentatives has passed the Sawyer bill, em- 
powering Minneapolis to purchase the gas 
plant by exercising the right of eminent 
domain. 

Minneapolis, Minn.—The General Electric 
Company has dicided to extend electric 
lighting facilities to Linden Hills. 

Red Lake Falls, Minn.—City has received 
a petition from the Red Lake Falls Elec- 
tric Light Company for a thirty-five-year 
franchise. 

Clarksburg, Mo.—City is considering 
plans for the installation of an electric light 
plant in this town.—Charles Kirnschild, 
Clarksburg. 

Table Rock, Neb.—The Table Rock Elec- 
tric Light Company will install a lighting 
plant.—Dr. E. L: McCrea and C. J. Wooa, 
Promoters. 

‘Hampton, N. J.—A company will soon be 
organized for the purpose of furnishing 
acetylene gas for light and heat purposes. 

Laurel Springs, N. J.—The Laurel 
Springs Gas Company has been incorpo- 
rated to supply this town and vicinity; 
capital, $60,000.° 

Newfield, N. J.—The Pitman-Glassboro 
and Clayton Gas Company will extend its 
line to this town. 

Geneva, N. Y.—Council has adopted a 
resolution requesting the Board of Public 
Works to furnish the Council with a set 
of plans for a municipal conduit and pole 
line system with estimates of the cost and 
any recommendations that the Board might 
see fit to offer. 

Niagara Falls, N. Y.—Plans for the per- 
manent illumination of Niagara Falls next 
summer have been worked out by Engi- 
neer Ryan, of the General Electric Com- 
pany; details will be laid before a commit- 
tee of interested citizens from Niagara 
Falls, Ont., and Niagara Falls, N. Y.; plans 
as outlined call for two batteries of grea, 
one to be known as the Cliff battery, the 
other as the Gorge battery; it is planned to 
excavate a recess in the Canadian cliff op- 
posite Goat Island, this shelf to be 128 feet 
long and 12 feet wide, the height of the 
excavation to be 10 feet; 20 projectors will 
be installed, each 30 inches in diameter; 
Cliff battery will consist of 12 projectors, 
each 60 inches in diameter; proposed il- 
lumination will be of 2,500,000 nominal can- 
dlepower. 

Rochester, N. Y.—The Rochester Railway 
and Light Company will erect a steel tower 
at Ontario Beach Park to conduct electric 
current for the illumination of the park. 

Troy, N. Y.—Authority has been granted 
the City Engineers to purchase a new motor 
to replace the one that provides power at 
Public School No. 10. 

Warsaw, N. Y.—Village Trustees have 
granted the Pavilion Natural Gas Company, 
Superintendent Purdy, a light franchise; 
natural gas will be pumped from Pavilion. 

Salisbury, N. C.—The Southern Power 
Company, Charlotte, N. C., has completed 
plans to erect a transformer station; cost, 
$50,000.—W. S. Lee, Jr., Charlotte, Chief 
Engineer. 

Wake Forest, N. C.—Citizens have voted 
$15,000 bonds for construction of electric 
light plant for college and city. 

Cincinnati, O.—The big East End power 
house has been gutted by fire with a loss 
of $70,000; two big turbine engines and 
three dynamos have been completely de- 
stroyed. 

Piqua, O.—L. A. Pearson will construct an 
electric plant at once in West Milton; cost, 
$10,000. 

Springfield, O.—President John, L. Zim- 
merman, of the Springfield Light, Heat & 
Power Company, is negotiating for the pur- 
chase of an entire block along Buck Creek 
between Center and Fisher streets, for a 
site for a big power plant. 

Toledo, O.—Council has decided to im- 
prove by lighting Myers street and South 
avenue, Mulberry street and Peck street, 
Chatham court and Parkwood avenue, 
Chestnut and Page streets.—J. M. Bab- 
cock. Clerk. 

Toledo, O.—Council has decided to im- 
prove by lighting Adam street, Delaware 
and Lawton avenues, Collins street and 
Lawrence avenue, and Bronson avenue and 
Lagrange street.—J. M. Babcock, Clerk. 

Toledo, O.—The General Electric Com- 
pany is considering extensions and addi- 
tions involving an expenditure of $100,000. 

Lehigh, Okla.—Citizens have voted $12,- 
500 bonds for the construction of an elec- 
tric light plant. 

Sapulpa, Okla.—Citizens will vote on $40,- 
000 electric light and water works bonds. 

Bloomsburg, Pa.—The Columbia Power, 
Light and Railways Company will let con- 
tracts at once for the: building of a 25-mile, 
23,000-volt, three-phase transmission line, 
with about 2,000 kw. of power transformers, 
lightning arresters, etc., and will also in- 
stall a 500-hp. hydraulic turbine, a 300-kw. 
railway generator, and a 200-kw. belted 
railway generator, with switchboard, etc.; 
company will do its own work.—B. O. Ellis, 
General Manager. 

Chester, Pa.—The Suburban Gas Com- 
pany has decided to expend over $100,000 


746 


in improvements to its offices and plants, 
including extension of mains and the in- 
Sstallation of gas lamps in Upper Darby; 
plans have been prepared. 

Julian, Pa.—J. R. Mattern will install a 
water power plant and dynamo to generate 
electricity for lighting and power; also con- 
veying cables, 300 yards, with wiring and 
insulating. 

Reading, Pa.—Council is considering a 
resolution directing the Police Committee 
to advertise at once for proposals for light- 
ing the streets of the city. 

York, Pa.—Capitalists are considering the 
erection of a $25,000 electric power plant 
at the Pickett; power will be furnished to 
Wellsville and other towns. 

_ Lexington, S. C.—W. P. Roof is consider-~- 
ing construction of electric light plant and 
water works, 

Humboldt, Tenn.—The Missouri, Tenn- 
essee & Georgia Railroad will erect power 
station for lighting and other purposes.— 
I. H. Dungan, President. 

Knoxville, Tenn.—The Knoxville Gas 
Company is planning to make several im- 
provements to the plant. 

Ripley, Tenn.—The Ripley Light, Water 
& Ice Company has decided to improve 
light plant. 

Dallas, Tex.—Commissioner Doran has 
recommended the placing of eleven street 


lights. 

Dallas, Tex.—The Chamber of Com- 
merce, J. R. Babcock Secretary, has asked 
city to assist in the adoption of a more 
satisfactory method of furnishing special 
illumination for the streets in the business 
section. 

Mount Calm, Tex.—The Mount Calm Wa- 
ter and Light Company has been organized; 
J. H. Morgan, President; capital, $5,000. 

__ Rockdale, Tex.—The proposed Rockdale- 
Florence Interurban Company will construct 
a power plant.—H. C. Meyer, President. 

San Angelo, Tex.—The Water Works and 
Electric Light Company is planning im- 
provements to the system that will cost 
$25,000. Part of the improvements figured 
on is a Corliss engine of 750 horsepower. 

Taft, Tex.—Alfred Giles, Architect, San 
Antonio, is preparing plans for an electric 
light plant. 

Ogden, Utah.—L. B. Spencer, Engineer, 
Ogden, will prepare plans for the construc- 
tion of a 1,000-horsepower plant; cost, 
$125,000. 

Ogden City, Utah.—The Telluride Power 
& Transmission Company has decided to 
change from a single circuit to a double 
circuit; wooden poles will be replaced by 
steel towers inside of the next two years. 

Bristol, Va.—Theodore Swan has options 
on two water power sites, franchises from 
this town and Bristol, Tenn., and contracts 
to amount to $80,000 per year for light 
and power; 3,000 horsepower will be de- 
veloped. 

Danville, Va.—The Light Committee has 
recommended that the commercial electric 
current be extended on West Thomas street 
and that gas mains be extended on Church 
and Franklin streets and Berryman avenue. 

Norfolk, Va.—The Finance Committee of 
Councils has asked the Board of Control to 
install facilities for better illumination at 
the entrance to Lafayette Park. 

Oakville, Wash.—City has received an 
application from A. K. Bowes and S. A. 
Wells for an electric light and power fran- 
chise in this city. 

Prosser, Wash.—The Prosser Power Com- 
pany will construct a new generating plant, 
which will be equipped with two units of 
500-hp. each.—Edwin F. Benson, President; 
Harry C. Benson, Secretary. 

Seattle, Wash.—Council has passed bill 
authorizing installation of cluster lights 
on Fourth avenue and Fourth avenue 
south. 

Spokane, Wash.—The Northern Idaho and 
Montana Electric Light Company will con- 
struct a large hydro-electric power plant at 
Cabinet Gorge, on Clark Fork River; cost, 
about $2,000,000; company will furnish elec- 
tricity for lamps and motors in every town 
in the northern part of Idaho and Montana 
and will also furnish water to the different 
cities through the local plants acquired. 

Sunnyside, Wash.—City has granted Rob- 
ert Strahern franchise to construct an elec- 
tric light system. 

Weston, W. Va.—George I. Keener is con- 
sidering erection of power station in con- 
nection with electric railway. 

Jefferson, Wis.—The Copeland & Ryder 
Company is planning the installation of an 
electric power plant. 

Sparta, Wis.—Plans and_ specifications 
have been prepared for the installation of 
an electric light plant in connection with 
the city water station; estimated cost, $10,- 
000; total cost, including pumps and boilers, 
$16,000.—Jacob Cloos, Milwaukee, Engineer. 

Wautoma, Wis.—Citizens have defeated 
proposed issue of bonds for an electric 
plant. 

Berlin, Ont., Can.—Citizens have voted to 
issue $8,000 bonds for extension of the gas 
mains. 
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Prince Albert, Sask., Can.—City will de- 
velop water power at Coal Falls.—F. W. 
Halliday is interested. 

Saskatoon, Sask., Can.—Bids will be re- 
ceived April 28, 5 p. m., for constructing one 
brick, steel or concrete smokestack with a 
height of 100 feet and inside diameter of 
66 inches, together with corresponding 
smoke connections to boilers; for bricking 
in two 250-hp. Robb Mumford water-tube 
boilers.—E. L. White, Electrical Superin- 
tendent; J. H. Truesdale, City Clerk. 


BIDS RECEIVED AND CON- 
TRACTS AWARDED 


Denver, Col.—The Central Colorado 
Power Company has let contract’ to 
Charles G. Sheely, McPhee Building, city, 
for the erection of a $50,000 transformer 
station; work has already begun on the 
structure. The Denver Gas and Electric 
Company has contracted for the power of 
the Central Colorado Company. G. H. Wal- 
bridge, Colorado Springs, Col., general 
manager. 

West Hoboken, N. J.—A bid to furnish 
electric arc lights at $85 a light per year 
has been received from Division Agent 
Smith and was referred to the Committee 
of the Whole. The contract does not ex- 
pire until June. At this figure West Ho- 
boken, with two more arc lights than Union 
Hill, will be paying $10 a light more than 
the latter town. 

Brooklyn, N. Y.—Bids were received as 
follows April 14, by Bird S. Coler, Borough 
President, for furnishing all the labor and 
material required for constructing motor 
pit, shaft, tunnel and drainage structures 
and appurtenances complete for the power 
plant for Gowanus Flushing tunnel, at the 
head of Gowanus Canal, Borough of Brook- 
lyn: Henry E. Fox, 60 East 125th street, 
New York, $24,200; Merrill-Ruckgaber 
Company, 50 Shurch street, New York. 
$24,800; Phoenix Construction Company, 41 
Park Row, New York, $83,897; Rogers & 
Hagerty, 75 Henry street, New “York, 
$26,564. 

The Walworth Manufacturing Company, 
134 Federal street, Boston, Mass., has been 
awarded the contract by R. C. Hollyday, 
Chief of Bureau of Yards and Docks, Navy 
Department, Washington, D. C., for con- 
densing equipment and piping for one 1,000- 
KW. alternator at the Navy Yard, New 
York, N. Y., at $10,923. 

Lestershire, N. Y.—The Board of Village 
Trustees has awarded contract for lighting 
the village streets for five years to the 
Binghamton Light, Heat & Power Co., of 
Binghamton. Arc lights for the first year 
will cost $80; second year, $75; third year, 
$70; fourth year, $65, and fifth year, $62.50. 

New York, N. Y.—Bids were received as 
follows, April 16, by Allen N. Spooner, 
Commissioner of Docks and Ferries, for 
furnishing all labor and materials required 
for the furnishing and installing mechan- 
ical and electrical equipment on Piers Nos. 
53, 54, 57, 58, 59, 60, 61 and 62, North 
River, between Bloomfield and West 22d 
streets, on Chelsea section in the Bor- 
ough of Manhattan: North-Eastern Con- 
struction Company, 225 Fifth avenue, $745,- 
000; Evans Almiral Company, 281 Water 
street, $809,000; Lord Electric Company, 213 
West Fortieth street, $764,430; Snare & 
Triest, 143 Liberty street, $747,700; Henry 
Steers, 17 Battery Place, $828,900; Cooper 
& Evans and Grant Rohrer, 220 Broad- 
way, $773,973; Gore Meenan Construction 
Company, 206 Broadway, $1,029,353; P. J 
Carlin, 1 Madison avenue, $777,700. 

Syracuse, N. Y.—For furnishing a boiler 
in Putnam School W. P. Murphy was low 
at $1,957: Charles E. Ames bid $2,075; Ed- 
ward T. Bates, $2,064, ana E. F. Joy, $2,365. 

Upon the recommendation of Commis- 
sioner of Public Safety Harlow C. Clark for 
the contract for the furnishing and instal- 
lation of the electrical fixtures in the new 
police and educational buildings was let 
to the Wheeler-Green Electrical Company 
of this city and Rochester at $1.F26, 

West Point, N. Y.—Bids were received 
March 19 by the Quartermaster, West 
Point. for furnishing and installing » steam 
electrical distributing and street lighting 
system for the cadet camp; contract has 
been awarded to the Okonite Company, 253 
Broadway, New York. Major J. M. Car- 
son, Jr., is quartermaster; H. C. Meyer. Jr., 
1 Madison avenue, New York, is engineer. 
Cost, $4,000. 

St. Helens, Ore.—The St. Helens Lumber 
Company has awarded the contract for the 
construction of its power plant to Northwest 
Bridge Company, of Portland. 

Providence, R. !.—The Providence Gas 
Company, John W. Ellis, president, has an- 
nounced the awarding of the contract for 
the construction of a $1,000.000 coal gas 
plant at Sassafras Point. with a daily ca- 
pacity of more than 3,000,000 cubic feet. 

Anderson, S. C.—Contracts for additional 
machinery to be installed in the Gluck 
Mills, Anderson, have been awarded to 
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Howard & Bullough American Machine 
Company, Pawtucket, R. I., and for elec- 
trical power equipment to the Genera! 
Electric Company, Schenectady, N. Y.— 
Robert E. Ligon, President. 

Hubbard, Tex.—City has awarded con- 
tract to G. T. Blackford, Knoxville, Tenn.. 
at $499,550, for construction of proposed 
electric light plant and water works to sup- 
ply five towns with light and water; work 
will include construction of concrete power 
house, etc.; H. Bass, city, has pre- 
pared plans. 

Colfax, Wash.—The Whitman Count), 
Commissioners have let a contract to tns« 
Fairbanks-Morse Company for the instal- 
lation of an electric light plant for the Col- 
fax Court House. The contract price is 
$1,420, with a guarantee that the cost of 
operating will not be more than an aver- 
age of $30 per month. The average cost of 
light for the past several years has been 
$83 per month. ; 

Ft. Yellowstone, Wyo.—The D’Olier En 
gineering Co., Philadelphia, Pa., has se- 
cured contract, bids opened March 13, for 
construction proper, plumbing, heating, 
turbines, generators, exciters, switch- 
board, etc., penstock and lighting eauip- 
ment at this post for $45,889.—Lieut. G. C. 
Smith, Quartermaster. 


FIRE EQUIPMENT 


Oakland, Cal.—Council is considering a 
$20,000 ordinance for the establishment of a 
fire house on the old Magnolia street site. 

Sterling, Col.—Town will organize a fire 
department. 

Bridgeport, Conn.—The Fire Commission- 
ers are considering sites for the proposed 
fire company No. 11. 

Thompsonville, Conn.—Town has voted to 
purchase 600 feet of hose; purchase of a 
chemical engine is also being considered. 

Chandler, Ind.—Residents are considering 
the organization of a fire department; a 
mounted force fuel gasoline pump will be 
purchased. 

Evansville, Ind.—City has decided to pur- 
chase a site at Grand and Washington 
avenues for a hose house. 

Fort Wayne, Ind.—Citizens in the south- 
eastern portion of the city have petitioned 
for the erection of a fire house. 

Lafayette, Ind.—City will erect a new 
central station; Fire Department will be 
reorganized and new apparatus purchased. 

Pulaski, Ind.—As a result of no fire pro- 
tection, Town Hall and other buildings have 
been destroyed by fire. ; 

Tekopple, Ind.—Town will organize and 
equip a fire department. ; 

Council Bluffs, la.—City has decided to . 
purchase 1,400 feet of hose. : 

New Orleans, La.—The Budget Committee 
has favorably reported ordinance appropri- 
ating $8,000 to build a new engine house in 
First street. 

Augusta, Me.—Council has authorized the 
Committee on Fire Department to purchase 
1,000 feet of new fire hose. : ‘ 

Bangor, Me.—Council is considering im- 
provement to the fire department.—Chiet 
Mason. : 

Gloucester, Mass.—Committee on Fire 
Department has voted to recommend an 
order appropriating $2,600 to repair the 
steamer Bay View.—R. C. Steele, Chair- 
man. ’ 

Methuen, Mass.—Fire Chief Graham will 
purchase an express wagon which he pro- 
poses to convert into a light combination 
to take the place of the regular chemical in 
ease of a second alarm; wagon will con- 
tain six chemical tanks and a 25-gallon 
water tank. 

Shelburn Falls, Mass.—Town has voted to 
purchase a 40-gallon chemical engine. 

Minneota, Minn.—Council has decided to 
purchase an electric fire alarm attachment; 
cost, $250. HS 

Triumph, Minn.—Town will issue bonds 
for the purchase of fire hose. ; : 

Bigfork, Mont.—Citizens are considering 
the installation of suitable fire protection. 

Manchester, N. H.—Town has decided to 
purchase 4,000 feet of hose and two deluge 
sets. 

Camden, N. J.—The Legislature has 
passed a bill authorizing cities to borrow 
money on a bond issue to the extent of 
$100,000 for the improvement of fire and 
police alarm systems and police depart- 
ment; law has been passed for benefit of 
this city. ; 

Cape May, N.. J.—Citizens are considering 
purchase of a chemical engine. : 

Newark, N. J.—Fire Chief N. C. Astley 
has recommended the purchase of a fire 
boat and one or more batteries in addition 
to the establishing of two new engine 
houses, two truck houses and a double e"- 
gine company to be located in the center of 
the city. ; 

New Brunswick, N. J.—Highland Park 
citizens will vote in May on $6,000 bonds *° 
purchase an engine. 
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Athens, N. Y.—Town will purchase a cart, 
200 feet of hose and minor equipment. 

Cohoes, N. Y.—Commissioner Wait of the 
Apparatus Committee has announced that 
plans are nearly finished for a 30-foot steel 
tower to be located at Hose Company No. 
3; bids will be advertised soon. 

Medina, N. Y.—Citizens have voted for 
ihe establishment of a paid fire department. 

Monticello, N. Y.—The Mountain Hose 
Company is considering the purchase of a 
chemical engine. 

Poughkeepsie, N. Y.—City has rejected 
all bids for erecting a new house for Niag- 
ara Engine No. 2, as bids were too high; 
new plans will be drawn for a building to 
cost about $14,100. 

Rochester, N. Y.—Plans have been per- 
fected for the erection of three new fire 
houses this year and the creation of a 
number of fire companies. 

Sidney, N. Y.—Town will erect a joint fire 
house and municipal building. 

Waterford, N. Y.—Town will vote on a 
$300 appropriation for fire hose. 

Minot, N. D.—City Council will at once 
purchase 1,000 feet of hose. 

Findlay, O.—City Engineer U. K. String- 
feller, Municipal Bldg., has prepared plans 
for a $9,000 two-story engine house. 

Mansfield, O.—Bids will be received May 
7, noon, for $5,000 bonds for erecting a fire 
house in northeast portion of city.—W. S. 
Bradford, City Auditor. 

Chester, Pa.—The fire companies of the 
city have asked for an electric system of 
sending fire alarms; Council has adopted a 
resolution to advertise for bids for the pur- 
chase of a steam fire engine. 

Hummelstown, Pa.—Chemical Fire Com- 
pany has decided to purchase a hose cart 
and 500 feet of hose. 

Lebanon, Pa.—Council is considering an 
ordinance appropriating $250 for rubber 
coats for the fire police. 

McKeesport, Pa.—The Volunteer Fire 
Company will ask town for one dozen rub- 


ber coats, one dozen pairs rubber boots, 
two nozzles, one dozen helmets and two 
lanterns. 

Reading, Pa.—Council has appropriated 


$1,450 for repairs to various engine houses. 

West Conshohocken, Pa.—Firemen are 
raising funds for the purchase of a chem- 
ical engine. 

Williamsport, Pa.—Council is considering 
ordinances for the repair of Chemical 2, 
repairs to two engine houses and the pur- 
chase of another chemical. 

Knoxville, Tenn.—Council has appropri- 
ated $10,500 for the purchase of a lot and 
erection of the Ninth Ward fire station. 

Salt Lake City, Utah.—The Fire Commit- 
tee has recommended the purchase of 2,000 
feet of Bake fabric hose at 90 cents per 
foot and 2,000 feet N. J. A.-1 hose at 77% 
cents. 

Norfolk, Va.—Chief T. B. Dornin of the 
Water Department has recommended to the 
Board of Control that a special appropri- 
ation of $500 be made to provide additional 
fire service equipment at the water works. 

Portsmouth, Va.—The Fire and Finance 
Committee has received a request from 
Chief Murden for the installation of twelve 
fire alarm telegraph boxés. 

Tacoma, Wash.—Council has adopted or- 
dinance instructing Commissioner of Public 
Works to advertise for bids for the con- 
struction of a brick fire station at South 
Forty-third and L streets. 

Tacoma, Wash.—Council is considering 
ordinance ordering plans for a $100,000 fire 
tug. 

Vancouver, Wash.—Citizens in the north- 
ern part of the city have petitioned for ad- 
ditional fire protection. 

Wheeling, W. Va.—The Fire Commit- 
tee is considering the purchase of an auto 
combination chemical and hose wagon for 
Vigilant engine house.—Messrs. Watkins 
and Dietrich, Committee. 

Cheyenne, Wyo.—Citizens have voted to 
establish a paid fire department; modern 

pparatus will be secured. 


BIDS RECEIVED AND CON- 
TRACTS AWARDED 


Newburyport, Mass.—Cornelius Callahan 
has been awarded a contract for supplying 
s'.000 worth of C. C. C. Hose Company’s 
hose at 80 cents a foot. 
_ Poughkeepsie, N. Y.—Bids for the new 
house for Niagara Engine Company No. 2 
were received. Eight different plans were 
bid on, by Fred Madson, John O’Donnell, 
Ceorge A. Van Aken, James Forrestal and 
Jomes Hillery. The lowest bid was $15,- 
©) and bids went from that to $18,096. The 
bids were all rejected, because the cost of 
the building, with fees of architect and 

st of lot, would make the entire cost con- 
S.ierably above $21,000. 

Niagara Falls, Ont., Can.—Those who 
sent in successful tenders for repairing the 
fire halls were: Queen street fire hall, T. 
‘unford, $176,657 Bridge street fire hall, 
\\. Chelew, $1,250; Center fire hall, John 
E‘erington, $900. 
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ELECTRIC RAILWAYS 


Birmingham, Ala.—The Board of Revenue 
has granted a franchise to the Birmingham 
Railway, Light and Power Company to ex- 
tend its North Highlands car line from 
North Haven to the big pipe shops, a dis- 
tance of about a mile and a quarter. 

Phoenix, Ariz.—Actual work will begin 
within sixty days on the Orange Belt and 
Scottsdale railroad; preliminary surveys for 
the road will be made as soon as the route 
can be mapped out; the following officers 
have been elected: President, Winfield 
Scott; vice president, L. J. Rice; secretary, 
N. A. Morford; treasurer, Frank T. Alkire: 
capital stock, $150,000; cars will be oper- 
ated at first by gasoline motors and will be 
used for passenger service in the day time 
and freight carrying at night. 

Eureka Springs, Ark.—The Ozark Trac- 
tion System of Eureka Springs has been 
chartered with a $50,000 capital—D. J. 
Rosewater, Secretary. 

Sacramento, Cal.—The Sacramento and 
Lake Tahoe Railroad will soon be asking 
for franchises, and it may seek to be the 
fourth company permitted to use the tracks 
on Eighth and X streets; County has not 
acted on any of these franchises yet. 

Sacramento, Cal.—The electric street rail- 
way franchise granted to the California 
Traction Company by the City Trustees 
provides that the Northern Electric Rail- 
way, the Vallejo and Northern and two 
more such railroads shall be permitted to 
use the tracks the company will lay on X 
and Highth streets; the Eighth street line 
will connect with the Northern Electric at 
J street. 

San Francisco, Cal.—Citizens are urging 
the early construction of extensions of the 
present street car line so as to reach out- 
lying districts. 

Santa Barbara, Cal.—The Board of Su- 
pervisors has received an application from 
S. A. Moss for a franchise for an electric 
railway from Manzanita station to a point 
above Coyote Creek. 

Tehama, Cal.—Town Trustees have re- 
ceived a petition from J. J. Worthington for 
a franchise to operate a street railroad on 
D, E and Second streets. 

Athens, Ga.—Council has given permis- 
sion to the Athens Electric Railway Com- 
pany to double track that portion of Prince 
avenue. 

Gainesville, Ga.—Col. T. G. Dorrough, of 
Elberton, is considering the building of a 
street car line if franchises are granted. 

Cairo, Ill._—The Cairo Electric & Traction 
Company, L. E. Fisher, General Manager, 
has petitioned Council for a franchise to 
operate a street railway on Second street. 

Chicago, Ill—The Chicago & Oak Park 
Elevated Railroad will be extended from 
Harlem avenue, the western limits of Oak 
Park, to Elmhurst.—Clarence A. Knight, 
President and General Counsel. 

Elgin, I!_—The Elgin & Evanston Rail- 
way Company has been incorporated to 
construct an electric railway from Elgin 
through Desplaines to Evanston; capital 
stock, $2,500.—C. A. Sayer, J. A. Hessler, 
A. W. Hellis, E. F. Reynolds and G. H. 
Norton, all of Berwyn, Ill., Incorporators. 

Kewanee, IIl.—The Galesburg & Kewanee 
Electric Railway will extend its line from 
Galva to Galesburg, Ill.—R. H. Hayward, 
General Manager. 

Springfield, Il.—The Danville, 
& Kankakee Traction Company has been 
incorporated; principal office is Crescent, 
Iroquois County; road will be constructed 
from a point in Vermillion County, near 
Danville through the counties of Vermillion 
and Iroquois to Crescent, and then north- 
erly through the counties of Iroquois and 
Kankakee to Kankakee; Incorporators and 
first Board of Directors are: Edward E. 
Meyer, George H. Clark, Louis Schwer, 
Frederick J. Wessels, Ulysses G. Humph- 
ries, Henry R. Voigt, Frederick S. Night- 
ingale and John P. Sterrenberg, all of 
Crescent. 

Frankfort, Ind.—The Logansport, Frank- 
fort & Indianapolis Traction Company will 
let contracts by Aug. 1 for the building of 
its proposed railway, which will extend 
from Logansport to Frankfort via Deer 
Creek, Young America, Burlington, Michi- 
gantown, Carroll and Middlefork; capital, 
$100,000.—A. A. Newer, Logansport, Pro- 
moter. 

Laporte, Ind.—E. O. Tennis has presented 
the proposition to build a road from Bryan, 
O., to Ft. Wayne, Ind., where it would con- 
nect with the Toledo line, already built. _ 

Vincennes, Ind.—The Vincennes Traction 
& Light Company’s street car property and 
franchise have been taken over by several 
capitalists of Louisville; new owners have 
in view not only the placing of the street 
ear property in first-class shape, but the 
making of it a part of a system of inter- 
urban lines, which will not only connect 
Vincennes with the rich mining centers of 
Western Indiana and the oil fields of East- 
ern Illinois, but will also open up new and 


Crescent 
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extensive coal fields through southern In- 
— connecting eventually with Louis- 
ville. 

Clinton, la.—The Central Railway Com- 
pany, Iowa, which will connect Clinton, 
Elvira, Bryant, Goose Lake, Charlotte, Del- 
mar, Maquoketa, Hurstville, Dugan, Garry 
Owen, Cascade, Rockdale and Dubuque, 84 
miles in length, will let contracts at once 
for earth and bridge work.—Thos. J. Wil- 
cox, Clinton, President and General Man- 
ager. 

lola, Kan.—Construction will be com- 
menced soon probably by the Interstate 
Railway and Power Company on the Iola- 
Chanute, Kan., division and also the Law- 
rence, Kan., to Kansas City Mo.., section 
of this proposed electric railway system 
which will connect Kansas City, Mo., Law- 
rence, Topeka, Baldwin, DeSoto, Ottawa, 
Garnett, lola, Humboldt, Chanute, Thayer, 
Parsons, Cherryvale, Independence and Cof- 
feyville; length, about 300 miles; capital 
stock, authorized, $4,000,000.—R. C. Rawl- 
ings, Kansas City, Mo., President, General 
Manager and Purchasing Agent; J. W. T 


Stephens, New Orleans, La., Chief Engi- 
neer. 
Lawrence, Kan.—Council put an end to 


the fight for street car franchises by grant- 
ing the two ordinances agreed upon by 
Mr. Laming and Mr. Sullivan and approved 
by the Council Committee. 

Maysville, Ky.—The Cincinnati, Louis- 
ville, Lexington & Maysville Traction Com- 
pany has been chartered, with W. T. S. 
Blackburn, of Dry Ridge, Grant County, 
President; articles provide for the con- 
struction of a complete electric traction 
system, to be operated between Cincinnati 
and Lexington and Maysville and Louisville, 
crossing each other at Dry Ridge; length, 
about 250 miles. 

Detroit, Mich.—The Detroit Railway 
Company will expend $1,000,000 in laying 
new rails and foundations on Woodward, 
Gratiot, Trumbull, Brush and other streets 
upon which its franchises expire within six 
months.—F. W. Brooks, General Manager. 

Jackson, Miss.—Captain Chester H. Pond 
has undertaken the task of financing a line 
from Water Valley to Calhoun City, a dis- 
tance of about 40 miles; construction work 
will be commenced within the next 60 days. 

Palmyra, Mo.—Citizens are considering 
the construction of proposed interurban 
which will run to Kirksville, to Hannibal via 
Bethel, Philadelphia and Palmyra. 

St. Louis, Mo.—The United Railways 
Company, city, will lay 40 miles of new 
track this year; estimated total cost, $1,200,- 
000.—Richard McCulloch, Assistant General 
Manager, 3869 Park avenue. 

Atlantic City, N. J.—Hotel and business 


‘men of the resort are behind a movement 


to secure for the Shore Fast Line a new 
local franchise that will allow it to run 
suburban cars to the beach over the line 
of the Central Passenger Railway Company; 
a recent court decision denied the right of 
the Shore Line to use the city line as a 
terminal. 

North Wildwood, N. J.—The North Wild- 
wood Board of Trade, Henry H. Ottens, 
President, is considering proposition to 
have the Five Mile Beach Electric Com- 
pany extend its trolley system to Grassy 
Sounds, a mile and a half beyond Anglesea. 

Trenton, N. J.—A complete reorganization 
of the Camden & Trenton Railway Com- 
pany, which went into the receiver’s hands 
in February, 1908, has been decided upon 
by the committee representing the first 
mortgage and the general mortgage bond- 
holders of the company, and an agreement 
whereby the reorganization is to be effected 
has been signed; new company will be 
known as the Riverside Traction Company, 
with an authorized bond issue of $1,500,000, 


_an authorized issue of $1,100,000 of common 


and $400,000 preferred stock; A. Merritt 
Taylor, President of the Philadelphia & 
West Chester Traction Company, will be 
the President and General Manager of the 
new company and the present property 
when taken over is to be thoroughly re- 
constructed and put in first-class condition 
at an estimated cost of $500,000. 

Albany, N. Y.—Application has been made 
to the Public Service Commission, Second 
District, by the Central New England Rail- 
way Company for permission to issue $12,- 
910,000 fifty-year 4 per cent bonds; pro- 
posed issue is for the refunding of all the 
company’s obligations now outstanding so 
as to make possible the future issue of other 
bonds secured by the proposed mortgage, 
particularly for the extension and improve- 
ment of its facilities and the improvement 
and the maintenance of its service; present 
Central New England Railway Company in- 
cludes the Newburg, Dutchess & Connecti- 
cut Railroad, Poughkeepsie & Eastern 


Railroad Company, Poughkeepsie Bridge 
Company and the Dutchess County Rail- 
road Company. 

Camillus, N. Y.—Town Board has granted 
the Rochester, Syracuse & Eastern Rail- 
road a franchise to construct its railway 
across the northerly section of Camillus. 
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Elmira, N. Y.—The Elmira Water, Light 
& Traction Company will spend $150,000 in 
track improvements. 

Rochester, N. Y.—The Public Market 
Commission is urging the construction of a 
car line from Park avenue through Union 
—* to the market.—C, A. Fisher, Secre- 

Concord, N. C.—County Court has re- 
ceived application from David Barry, of 
Amherst, Mass., and James W. Barry, of 
Charlotte, N. C., for an electric railway 
franchise from Charlotte to Concord. 

Cincinnati, O.—John E. Bleckman, who 
has been working here for six months on a 
scheme to merge the electric interurban 
roads operating east and north and north- 
east out of this city and bring them into 
the rear of the city on-a combined elevated 
and subway line, will make application for 
his franchise; application will be made in 
the name of the Southwestern Ohio Trac- 
tion Company, which has been incorporated 
with a preliminary capital of $10,000; char- 
ter has been granted. 

Youngstown, O.—The Mahoning and She- 
nango Railway and Light Company is plan- 
ning extension to the line. 

Clinton, Okla.—The Clinton Street Rail- 
way Company has been chartered by C. W. 
Goodwin, R. O. Hunt, M. L. Holcombe, 
Chas. H. Lamb, E. M. Tittsworth, A. N. 
Curry, E. A. Humphrey and B. A. Little, all 
of Clinton, Okla., and H. Smith, of Arapa- 
hoe, Okla.; capital, $50,000. 

Portland, Ore.—The Portland, Butte & 
Baker City Electric Railroad has been in- 
corporated here by local capitalists, the 
purpose of the company being to construct 
an electric railroad from Portland to Butte, 
Mont.; preliminary work on the grade of 
the first forty miles out of Portland will be 
begun immediately. 

Allentown, Pa.—The Allentown & Read- 
ing Traction Company will build extensions 
and make improvements this summer on 
their lines, including the construction of a 
new line from Lyons to Trexlertown.—S. 
K. Hoffman, Hamburg, Pa., Secretary. 

California, Pa.—The California & Center- 
ville Street Railway has applied for a char- 
ter to build a street railway from California 
to Centerville—M. H. Francis, W. J. 
Weaver, H. C. Drum, Harris Booker and 
Joseph McLain, Promoters. 

Chambersburg, Pa.—Council has granted 
the Chambersburg, Greencastle & Waynes- 
boro Electric Railway Company a franchise 
to operate a_ street railway on Wilson, 
Ramsey and Edgar avenues. 

Finleyville, Pa.—The Finleyville Southern 
Street Railway will ask for a charter to 
build a 14-mile electric railway from Fin- 
leyville to Bentleyville.—A. H. Anderson, 
S. C. Wilson, F. M. Hayden, T. M. Hayden, 


= E. Hayden end H. B. Hayden, Promo- 
ers. 
Kennett Square, Pa.—The Kennett- 


Coatesville Traction Company, which will 
build a trolley line from Kennett through 
Londongrove and Doe Roe to Coatesville, 
has been reorganized.—William H. Thomp- 
son, Doe Run, President. 

Scranton, Pa.—Council is considering the 
granting of the privilege to the trolley com- 
pany of laying a single track on Lafayette 
street. 

Slippery Rock, Pa.—A Chamber of Com- 
merce has been formed to promote a new 
electric line to extend from Grove City to 
Butler, through Slippery Rock.—J. C. Kerr, 
President. 

Southampton, Pa.—The Philadelphia Sub- 
urban Traction Company will apply for 
a charter to build an electric street railway 
from Southampton to Hatboro.—W. E. 
Watt, W. A. Merrisk, Newtown, Promoters. 

Warren, Pa.—A trolley line will be built 
from Warren to Youngsville.—J. A. Day, of 
Youngsville, General Manager. 

Washington, Pa.—A charter will be asked 
for a fourteen-mile trolley line projected 
from Finleyville, eighteen miles east, to 
Bentleyville by the Finleyville Southern 
Street Railway Company; promoters are A. 
H. Anderson, Sid C. Wilson, F. M. Hayden, 
T. M. Hayden, J. E. Hayden and H. B. 
Hayden; route is practically that of the old 
Pittsburg Southern Railroad, which was 
graded in 1877 and never used. 

York, Pa.—Extensions costing $100,000 to 
the trolley system in this city will be made 
by the York Railways Company; several 
lines will be double-tracked and routes laid 
out to eliminate the congestion of cars in 
Centre square; company has asked permis- 
sion of Council to double-track South 
George street to College avenue and extend 
double tracks east on King street from 
George to Duke and north on Duke street to 
Market. 

Nashville, Tenn.—A charter has been filed 
with the County Register to incorporate the 
Nashville & Crocker Springs Rapid Transit 
Railway Co., with a capital stock of $50,000. 
Incorporators are Lee Guggenheim, R. 
sones, WW. BF Webb, J.B. Carr;: J.-A; 
Witherspoon, W. Roddy, Frank D. Marr 


and W. W. Marshall; filing of this instru- 
is the first definite step toward the 


ment 
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building of the twelve-mile car line out the 
White’s Creek turnpike to the Crocker 
Springs. 

Galveston, Tex.—The Galveston-Houston 
Electric Railway Company has filed an 
amendment to its charter increasing its 
capital stock $500,000 to $3,500,000; money 
will be used for extensions. 

Anacortes, Wash.—Work will begin this 
summer on the construction of the Ana- 
cortes, Sedro-Woolley & Eastern Electric 
Railway, with terminals in this city and 
Sedro-Woolley. 

Seattle, Wash.—Council has granted fran- 
chises to the Seattle Electric Company for 
the operation of street car lines on portions 
of Greenwood and Montlake avenues. 

Milwaukee, Wis.—Council is considering 
an ordinance granting a franchise to the 
Milwaukee Western Electric Railway Com- 
pany to operate an electric railway in cer- 
tain streets. 

Winnipeg, Man., Can.—Plans and speci- 
fications have been filed with the Mani- 
toba government for the building of the 
Great Northern air line from Noyes, Minn., 
to Winnipeg, 63 miles; line is to be com- 
pleted and in operation by September 1. 

Winnipeg, Man., Can.—The Winnipeg 
Electric Railway Company has decided to 
issue $1,500,000 of new stock for extensions 
and improvements.—W. Phillips, General 
Manager and Chief Engineer. 


BIDS RECEIVED AND CON- 
TRACTS AWARDED 


Phosphoria, Fla.—The Consolidated Tram- 
way Company, 45 Broadway, New York, 
and Roanoke, Va., has been awarded con- 
tract for the construction of a line for 
Armour & Co., of Chicago, near Phosphoria; 
construction work on this line will begin 
at once; tramway will be used for moving 
pebble phosphate and will have a capacity 
of 180 tons per hour. 

Syracuse, N. Y.—The Rochester, Syra- 
cuse & Eastern R. R. Co. has let contract 
to I. A. Hodge & Co., Inc., Syracuse, for 
building the R., S. & E. R. R. from a point 
between Jordan and Memphis to a line of 
the Syracuse, Lake Shore & Northern R. 
R. at Lakeland. 

Clarksburg, W. Va.—Colonel Joseph Fucy 
has been awarded the contract for an ex- 
tension of the Coal & Coke railroad from 
Gassaway to a point two miles beyond 
Sutton. The extension will go through 
Sutton and be eight and a half miles in 
distance. 

Milwaukee, Wis.—Stockholders of the 
Milwaukee Western Electric Railway Com- 
pany, which will build a line from Mil- 
waukee to Beaver Dam, have awarded con- 
tract to C. A. Chapman, Inc., engineers, 
Marquette Building, Chicago. J. W. Bar- 
ber, Majestic Building, Milwaukee, Secre- 
tary. 


BRIDGES 
Gadsden, Ala.—The Louisville & Nash- 
ville Railroad will erect a _ steel bridge 


across Coosa River.—W. H. Courtenay. 
Louisville, Chief Engineer. 

Little Rock, Ark.—Governor Donaghey 
has signed the Fort Smith-Van Buren free 
bridge bill. 

Pine Bluff, Ark.—Thomas A. Bell, St. 
Louis, Mo., is considering the building of 
a bridge across Arkansas River in connec- 
tion with construction of proposed North & 
South Railroad. 

Springdale, Ark.—This city and Wash- 
ington County contemplate constructing a 
pridge across the White River, at a cost of 
about $4,500.—Arthur Dyes, City Clerk. 

Oakland, Cal.—Council is considering an 
ordinance appropriating $50,000 out of the 
pridge fund for next fiscal year for the 
construction of culverts at Eighth street, 
over the estuary at Hardy and Maple 
streets over Temescal creek, and at Grand 
avenue over Glen Echo creek. 

San Francisco, Cal.—The Streets and Fi- 
nance Committees of the Board of Super- 
visors has decided to construct a viaduct 
across the Mission road, between Bosworth 
and Marshall streets; estimated cost, $225,- 
000. 

Woodland, Cal.—The Board of Supervisors 
is considering the necessity for the con- 
struction of a bridge over Cache Creek, half 
a mile below Buinda. 

Cripple Creek, Col.—Legislature has ap- 
propriated $2,000 for building a bridge over 
Four-Mile Creek, near Kittridge Ranch.— 
T. W. Jaycox, Denver, State Engineer. 

Lyme, Conn.—The Committee on Roads, 
Bridges and Rivers has favorably reported 
bill providing for the appointment of a com- 
mission of three to construct a toll bridge 
at Lyme; cost, $500,000. 

Jacksonville, Fla.—The Board of Public 
Works is considering construction of a 
bridge over Willow branch on Riverside 
avenue. 


Macon, Commissioners will 


Ga.—County 
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employ cement in the building of bridges 
this year. 

Amboy, Ill.—State Engineer A. N. John- 
son, Springfield, is preparing plans for con- 
struction of three bridges in May Township. 
—George Durham, Town Clerk. 

Catlin, Il.—State Engineer A. N. Johnson, 
State House, Springfield, has prepared plans 
for a steel bridge to be constructed in Cat- 
lin Township, over Vermillion River.—Wal- 
lace Love, Town Clerk. 

Clarence, IIl.—Bids will soon be received 
for the construction of six steel bridges in 
Ford County.—A. N. Johnson, State Engi- 
od Springfield; L. J. Kirkpatrick, Town 

erk. 

Clayton, Ill.—Township Trustees have de- 
cided to construct reinforced concrete 
bridge in Concord Township.—A. N. John- 
son, State Engineer, Springfield. 

Decatur, Ill.—County Commissioners are 
considering construction of a concrete 
bridge over the Sangamon River; cost, 
about $30,000. 

Evansville, Ind.—The Illinois Central 
Railway Company will build a bridge across 
the Ohio River near Henderson, twelve 
miles below here, the work to begin this 


year; new bridge will cost more than 
$1,000,000. 
Richmond, Ind.—Plans have been com- 


pleted for a bridge to be built by County 
Commissioners; bids will be asked for at 
once. 

Fort Dodge, la.—City has decided to con- 


struct a viaduct at Farley street; cost, 
$75,000. 
McGregor, la.—The Chicago, Milwaukee 


& St. Paul Railway Company is considering 
construction of a bridge; cost, $1,000,000. 

Topeka, Kan.—Council has adopted peti- 
tion asking for a bridge over Shungaminga 
Creek on Fillmore street; City Engineer will 
prepare plans for a 100-foot concrete struc- 
ture. 

Louisville, Ky.—Park Commissioners have 
authorized the replacing of eight wooden 
bridges in Cherokee Park with modern con- 
crete structures; cost, $4,000 each.—Andrew 
Cowan, Chairman. 

Bangor, Me.—Council is considering con- 
struction of a bridge to Beaver. 

Solon, Me.—The Legislature has passed 
a resolution appropriating $20,000 by the 
State and $5,000 by the County for a 
bridge between Solon and Embaden. 

Waterville, Me.—The Lewiston, Water- 
ville & Augusta R. R. Co. is considering 
construction of a bridge across the Kenne- 
bec river here. 

Jerusalem, Md.—Harford and Baltimore 
counties are considering the construction 
of bridge across Gunpowder river at Jeru- 
salem. 

Adams, Mass.—Town has voted $1,500 for 
bridges. ’ 

New Bedford, Mass.—City Engineer Will- 
iams has estimated that repairs needed to 
on Coggeshall street bridge will cost about 
Somerville, Mass.—The House has passed 
the bill authorizing the construction of a 
bridge over the railroad tracks at Lowell 
street; cost, $31,200. 

Buckley, Mich.—Citizens have voted to 
build a bridge over the Manistee River.— 
George Clement, Township Clerk. 

Port Huron, Mich.—Kimball Township 
has voted $25,000 for bridge and road. 

Vulcan, Mich.—Norway Township has de- 
cided to construct a $10,000 bridge and will 
receive bids about May 1.—A. W. Thomp- 
son, Supervisor. 

Duluth, Minn.—Lieutenant-Colonel Gra- 
ham D. Fitch, Engineer in Charge of tn? 
Duluth-Superior Harbor, has received from 
the Northern Pacific Railway Company the 
plans and specifications far the reconstruc- 
tion of the Grassy Point Bridge; plans pro- 
vide for a steel draw plan 350 feet long. | 

St. Paul, Minn.—The House has passed bill 
allowing city to issue $400,000 bonds for 
a new bridge across the Mississippi to take 
care of the wagon and foot travel to the 
West side and help out the congestion on 
the Robert and Wabasha street bridges. 

Hattiesburg, Miss.—Council is considering 
the repair of the Columbia street bridge. 

Kansas City, Mo.—A reinforced concrete 
bridge is to be constructed over Brush 
Creek at Frospect avenue and Forty-ninth 
street; cost. $7,000. 

Kearny, N. J.—A resolution recommend- 
ing to the Hudson County Freeholders the 
selection of a site for a bridge over the 
Passaic River opposite Elwood avenue, 
Newark, has been adopted by Town Coun- 
cil. 

Newark, N. J.—The Board of Freeholders 
has approved plans of James Owen, County 
Engineer. for the reconstruction of the 
aaa River Bridge; estimated cost, $300,- 
0 . 


New York, N. Y.—The Municipal Art 
Commission has approved designs for @ 
steel bridge, to cost $110,000, consisting Oo! 
three spans. The bridge is to be: erected 
on the line of Hunter’s Point avenue, over 
the Dutch Kills, in the Borough of Queens. 

Niagara Falls, N. Y.—Council has adopted 
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resolution requesting the Board of Public 
Works to submit estimates on the cost 0 
constructing a new bridge over the Erie 
tracks on Ferry avenue, structure to be the 
width of the street; temporary repairs to 
the Walnut avenue bridge. 

Poughkeepsie, N. Y.—The Central New 
England Railway Company is considering 
the construction of a foot path over the 
Poughkeepsie Bridge; cost, $40,000.—W. J. 
Backus, Hartford, Conn., Chief Engineer. 

Asheville, N. C.—The Southern Railway 
will construct concrete viaduct over 
French Broad river and steel bridge over 
Mill creek.—W. H. Wells, Washington, D. 
c., Construction Engineer. 

Carthage, N. C.—Moore County has de- 
cided to issue $16,000 bonds for bridge con- 
struction.—N. A. McKeithem, Chairman 
County Commissioners. 

Marshall, N. C.—Surveys are being made 
for two steel bridges for Madison County.— 
Dudley Chipley, County Engineer. 

Cincinnati, O.—Citizens will vote May 11 
on $260,000 bonds for the construction of 
the Gilbert avenue viaduct.—John Galvin, 
Acting Mayor. 

Dayton, O.—Unless the Cincinnati, Day- 
ton and Toledo Traction Company begins 
the construction of a new canal bridge at 
Alexandersville at once the County Com- 
missioners will build the structure and 
charge the bill to the traction company. 

Mansfield, O.—Bids will be received May 
7, noon, for $5,000 Mulberry street viaduct 
and $3,200 Wayne street bridge bonds.— 
W. S. Bradford, City Auditor. 

Youngstown, O.—F. M. Lillie has com- 
pleted new plans for the Spring Common 
bridge, and an ordinance authorizing con- 
struction will be soon introduced in Council. 

Franklin, Pa.—Plans are being prepared 
for a bridge over French Creek at Frank- 
lin.—E. K. Smiley, Clerk County Board. 

Harrisburg, Pa.—Council is considering 
an ordinance to increase the tax rate to 
nine and one-half mills for the construc- 
tion of the Fourth and Chestnut street 
approaches to the Mulberry street bridge; 
cost, $20,000. 

Kutztown, Pa.—Viewers have  recom- 
mended a new county bridge to be erected 
over Sacony Creek, Greenwich Township. 

Pittsburg, Pa.—The Finance Committee 
has adopted Councilmanic bond ordinance 
authorizing $50,000 for the reconstructing of 
the Twenty-second street bridge. 

Pawtucket, R. I.—The Board of Aldermen 
has voted to instruct the City Solicitor to 
apply to the General Assembly for the ap- 
pointment of a commission to repair the 
present North Main street bridge between 
Pawtucket and Central Falls or erect a 
new bridge and apportion the cost between 
the two cities. 

Columbia, S. C.—Richland County Com- 
missioners are considering the calling of 
an election on $75,000 bonds for building 
or purchasing free bridges over Broad and 
Congaree river, between Columbia Town- 
ship and Lexington County.—N. O. Pyles 
is interested. 

Laurens, S. C.—Bids will be received by 
Laurens County Board of Commissioners 
April 28, 11 a. m., for $50,000 5 per cent 
bridge building bonds.—H. B. Humbert, Su- 
pervisor, 

Knoxville, Tenn.—W. H. Buck has drawn 
plans for the Asylum avenue viaduct; it 
will be a ‘YY’ shape structure and cost 
$52,000.—Chairman Murphy. 

Knoxville, Tenn.—Council has appropri- 
ated $1,500 for bridges. 

Dallas, Tex.—Plans are being prepared 
for a concrete culvert at the intersection of 
Trinidad and Fairmount streets; culvert 
here, over Dallas branch, will have a nine- 
foot clear-way and twelve-foot length of 
span, while it will carry a fifty-foot street 
and will have strength for a double track 
of the North Belt line, now crossing there 
with one track. 

Hondo, Tex.—Medina County citizens 
have voted $40,000 bridge and road bonds. 

Danville, Va.—Citizens will vote on an 
$85,000 bond issue; of this amount $25,000 
will be used for building an iron bridge in 
place of the Union street wooden bridge. 

Camas, Wash.—Citizens have petitioned 
County Commissioners to construct a new 
wagon bridge over the Washougal River, 
between Camas and Washougal. 

Seattle, Wash.—Council has passed ordi- 
nance appropriating $700 for a bridge on 
Elliott avenue. 

Grafton, W. Va.—The Baltimore & Ohio 
Railroad is considering rebuilding of local 
bridge-—A. M. Kinsman, Baltimore, Chief 
Engineer. 

Parkersburg, W. Va.—City will repair 
bridge. over Kanawha River at Juliana 
street; cost, about $5,000. 

Parkersburg, W. Va.—West Virginia capi- 
talists have organized a company to con- 
Struct a bridge across the Ohio River, be- 
tween Parkersburg and Pomeroy, O.—J. E. 
Newell is interested. 

Wheeling, W. Va.—City Engineer Cooke 
will ask for bids for the construction of a 
concrete arch at the entrance to Peninsula 
Cemetery. 
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BIDS RECEIVED AND CON- 


TRACTS. AWARDED 


Los Angeles, Cal.—The Board of Super- 
visors, Los Angeles County, has let con- 
tract to the Mercereau Bridge and Con- 
struction Company for constructing a pile 
trestle bridge over the San Gabriel River 
on First street in the Artesia Road Dis- 
trict.—C. G. Keyes, County Clerk. 

Princeton, Ill.—The Elkhart Bridge Com- 
pany, of Elkhart, Ind., and Mr. McManus 
& Son, of Neponset, have secured the con- 
tract for steel work and concrete work re- 
spectively, for the bridge to be constructed 
over the Bureau Creek on the Wyanet road 
at a cost of $7,350. 

Boonville, Ind.—Contracts for twenty-one 
steel bridges which will be placed in dif- 
ferent parts of the county have been let by 
the Commissioners’ court. After consider- 
ing the bids the Commissioners awarded 


contracts to the following companies: 
Thomas Beloat Company, six bridges; 
Vincennes Bridge Company, five; Indiana 


Bridge Company, of Muncie, six; and the 
Lafayette Engineering Company, four. The 
total cost’ of the twenty-one bridges is 
$6,570. These bridges will be used to re- 
place old wooden bridges spanning small 
streams crossing the public highways. 

Elmer, N. J.—The contract for the im- 
provement of the bridges at Centreton, 
Palatine and Greenville, on the line of the 
new State road now being built, has been 
awarded to the Canton Bridge Company 
and work will be commenced at once. 

Slingerlands, N. Y.—The following are 
the bids opened April 14 by the Town Board 
of Bethlehem at Slingerlands for construct- 
ing a bridge across Normanskill Creek on 
new Scotland Plank road; Armored Con- 
crete Construction Company, Albany, for 
armored construction, $11,377 without piles 
and $12,217 with piles, and for a concrete 
arch, $13,750 without piles and $14,360 with 
plies. Canton Bridge Company, Albany, 
steel bridge, $11,984. Hennebique Construc- 
tion Company, New York City, concrete 
areh, $11,950. Owego Bridge Company, 
Owego, steel bridge, $10,695. Owego Con- 
crete Bridge Company, Owego, arch 120 
feet, $12,500, and arch 125 feet, $13,200. 
Merrill Ruckgaber Company, New _ York 
City, steel bridge, $11,800 no piles, and $12,- 
590 with piles, and for concrete arch bridge, 
$9,785 no piles, and $10,600 with piles. M. 
Fitzgerald, Hoosick Falls, steel bridge, $12,- 
043. Stevenson & Leonard, Albany, steel 
bridge, $13,475. The United Construction 
Company, Albany, steel bridge, $12,146 
with piles and $10,783 withcut piles. 
Montour Steel Company, Montour Falls, 
N. Y., steel bridge, $9,695. Jamesville Con- 
struction Company, Worcester, Mass., con- 
crete arch, $13,980, one span, and $11,700, 
two snans, 

Hazleton, Pa.—The County Commission- 
ers opened the bids for the repairing of the 
bridge across Hunlock’s Creek in Hunlock 
Township; eleven proposals were received 
and, owing to the great difference in the 
bids—the highest $2,325, lowest $570—the 
Commissioners decided not to award a con- 
tract until they had a conference with the 
lowest bidders. 

Seattle, Wash.—Two connecting links in 
the First Avenue South viaduct over the 
tide flats, which is to give Georgetown, 
Oxbow and South Park direct communica- 
tion with the business section of Seattle, 
will be constructed under contracts let to 
J. M. Bruce & Co. by the Board of Public 
Works, on which work will start immedi- 
ately and be pushed to early completion. 

Sparta, Wis.—The Illinois Bridge Com- 
pany of Chicago has been awarded contract 
for building a concrete bridge over Beaver 
Creek on East Main street, at $3,140. 


STREET CLEANING 
AND REFUSE DISPOSAL 


Sioux City, la.—The Street Committee 
will advertise for bids for a street flusher. 

Carthage, Mo.—Bids have been adver- 
tised for the sprinkling of Central avenue, 
Garrison avenue and South Main street. 

Perth Amboy, N. J.—Graham and Mc- 


Keon, the city’s new garbage contractors, 
will purchase three or four dumping 
wagons. 


Newburgh, N. Y.—The Water Board has 
agreed to appropriate $6,000 for the season 
of 1909 towards the operating expenses con- 
nected with street sprinkling; the Improve- 
ment Committee of the Board will prepare 
equipment to make connection with the 12 
and 20-inch main at the Morrell reservoir. 

Carbondale, Pa.—Mayor A. L. Salem has 
recommended that Councils consider an 
adequate method of disposing of garbage. 

Media, Pa.—The Highway Committee of 
Media Borough Council has decided to 
give out the contract for the collection of 
ashes to private parties, believing that 
this system will work for the betterment 
of the borough; Highway Committee con- 
sists of Daniel McClintock, chairman, W. 
S. Worrall and William C. Rigby. 
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Olyphant, Pa.—Bids will be received at 
once for the screening and cleaning of the 
borough; the Street Committee is consider- 
ing purchase of a sprinkler. 

Warren, Pa.—Street Committee will pur- 
chase two dump wagons with a carrying 
capacity of 1% yards each. 

Williamsport, Pa.—Council has given sec- 
ond reading to bill providing funds to pur- 
chase a sweeper and sprinkler. 

Knoxville, Tenn.—Council has appropri- 
ated $6,000 for street flushing. 


BIDS RECEIVED AND CON- 
TRACTS AWARDED 


Indianapolis, Ind.—Bids have been re- 
ceived by the Board of Public Works for 
sprinkling the city streets during the com- 
ing season. Gemmer & Henry were the 
lowest bidders for the district north of 
Washington street, bidding $24 for 10,000 
square feet for the season. Frank Ken- 
nington was the lowest bidder for the dis- 
trict south of Washington street, bidding 
$22.50 a 10,000 square feet for the season. 
The contracts will run from May 1 to Oc- 
tober 15, with the option on the part of 
the city of extending the contracts until 
November 1. 

Fall River, Mass.—At the meeting of the 
Board of Health Charles E. Clarke of See- 
konk, the lowest bidder on the garbage 
contract, appeared and answered questions 
as to his qualifications and capacity for 
fulfilling the contract at the price which he 
presented in his bid, $9,900 for a one-year 
contract and $44,900 for a five-year con- 
tract. Mr. Clark answered all of the ques- 
tions to the satisfaction of the members of 
the board and it appears that he has all 
the necessary paraphernalia and experience 
for handling the collection of the garbage 
of the city. At the present time Mr. 
Clarke has contracts for removing the gar- 
bage of East Providence and Pawtucket. 
He uses the swill for feeding swine, as 
Contractor Barney does, and he has dump- 
ing grounds beyond any city limits. 

Westfield, Mass.—The Selectmen have 
awarded the street sprinkling contract to 
B. H. Ellis, who was the lowest bidder; the 
figures submitted by Mr. Ellis were $1,859 
for the six-day sprinkling and $1,998.50 for 
the seven-day work; the estimate for seven 
days includes the watering of the main 
streets every day, including Sunday, while 
most of the streets are watered but six 
days; the only other bids were submitted 
by R. W. Humphreville, whose figures were 
$1,925 and $2,050. This is the second time 
that bids have been submitted, as the first 
time the figures of Messrs. Ellis and Hum- 
phreville were the same. Additional bids 
were asked by the Selectmen. Mr. Ellis 
reduced his previous bid more than his 
competitor and was awarded the contract. 
Mr. Ellis will begin the work at once. 

Perth Amboy, N. J.—Graham & McKeon 
have been awarded contract to remove 
ashes and garbage for the coming year for 
$8,890; John C. Smith, the only other bid- 
der, was permitted to withdraw his bid 
which he made without fully understanding 
the matter.—Wilbur La Roe, City Clerk. 

Solvay, N. Y.—Garbage collection and 
street sprinkling contracts have been let 
by the Board of Trustees; former contract 
was let to Horace Pettitt, the only bidder, 
for $1,150, $150 more than the price paid 
him last year. 

David M. Gere offered to do the street 
sprinkling and furnish to the village the 
use of the sprinkling cart when it was not 
engaged in that work for $30 a week. He 
had no competitor. 

Rensselaer, N. Y.—Parsons and Wanmer 
have been awarded contract for cleaning 
and sweeping the streets. 

Troy, N. Y.—The Board of Contract and 
Supply has approved the action of the 
Commissioner of Public Works in engaging 
teams for city work, together with the ser- 
vices of a driver, as follows: Sprinklers— 
John B. Stapleton, Charles W. Barnes, Jo- 
seph Moss, S. M. Peterson, H. I. Dillenbeck, 
Samuel Jordan, George T. Simmons, Fred 
L. Blackhall, E. L. Herrington, H. J. Wan- 
sel, R. W. Ritchie; flushing wagons—L. H. 
Wait, Frank M. Wheeler and A. Van Val- 
kenburgh; sweeping machines—J. H. Moon 
and Sarah A. Dickson. 

Toledo, O.—Five thousand dollars a year 
for five years with the privilege of renew- 
ing the contract, is the price asked by the 
Cholera Proof Service and Poultry Raising 
Association for taking care of the city’s 
garbage. The detailed proposition was re- 
ceived by the Board of Public Service April 
19 and may be considered later. The city 
is to deliver all garbage at specified load- 
ing districts. The company would be ready 
for serving the city within two weeks of 
the acceptance of the proposition. 

Williamsport, Pa.—In joint session the 
bids for furnishing the city with street 
cleaning appliances were presented by the 
Highway Committee.and the contracts let 
as follows: Street sweeper with the brooms, 
to the Williams Contractors’ Supply Com- 
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pany, for $278; a 600-gallon street sprinkler, 
to Studebaker Bros. Manufacturing Com- 
pany, for $264.60; Charles Hvass was 
awarded the contract for eight pick-up 
carts for $72, 32 cans for $80 and two dozen 
push brooms, with scrapers, at $11. 

York, Pa.—North York Borough Council 
has let garbage contract to L. P. Mayer 
for the ensuing year. Three contracts were 
submitted: Allen Epply bid $180, Samuel 
Shettle bid $200, and the successful bidder 
offered to do the work for $162. 

Richmond, Va.—Bids for new  50-ton 
crematory were opened by the Committee 
on Street Cleaning on April 16; the con- 
tract has not as yet been awarded, and 
the matter now rests in the hands of a 
sub-committee, including the Health Of- 
ficer, Building Inspector and Superintendent 
of Street Cleaning, also five members of 
the regular committee, who shall compile a 
tabulated cost of operations, cost of plants, 
etc., and report to the whole committee. 
The following prices were received: Dixon, 
$16,400, $18,200, $19,000; Decarie, $47,000, 
$39,950; Power Specialty Co., $47,500, $39,- 
800; Lewis & Kitchen, $17,950, $27,840; 
Lewis & Kitchen, $28,330, $33,400, $35,600; 


Morse Boulger Co., $18,000.—Henry J. 
Cohn, Superintendent. 
MISCELLANEOUS 


Oakland, Cal.—Council is considering a 
$30,000 ordinance for acquiring a tract for a 


park between Union, Peralta, Thirteenth 
and Thirty-second streets. 
Orland, Cal.—The Women’s’ Improve- 


ment Club decided to lay out a public park 
and to arrange for maintaining and im- 
proving the property. 

Sac:amento, Cal.—The Advisory Board of 
the State Enginecring Department has 
adopted plans for a new bulkhead whar? 
for Sections 8 and 9 of the seawall of San 
Francisco. 

San Bernardino, Cal.—Councilman Gar- 
ner as Chairman of the committee ap- 
pointed to look into the merits of the vari- 
ous adding machines offered the city re- 
ported that owing to the low state of the 
treasury it is advisable to get along with- 
out a computing machine for the time be- 
ing at least, and so the matter has been 
dropped. 

San Francisco, Cal.—The Aquatic Im- 
provement Association has submitted to 
Chairman Giannini of the Public Utilities 
Committee an estimate of the cost of the 
projected water park at the northerly ter- 
minus of Van Ness avenue; the total cost, 
exclusive of the purchase of the land, will 
be $149,050; the following improvements are 
projected: Bandstand, $10,000; stone break- 
water, $15,000; promenade along Fort Mason 
reservation, $16,000; fill to extend Van Ness 
avenue, $15,000; seawall along beach, $10,- 
000; breakwater end of Hyde street, $28,000; 
aquarium, $10,000; boat landing, $1,000; 
swimming raft, $500; landing for launches, 
$2,500; and bathing pavilion $2,500. 

Willows, Cal.—City Trustees are consid- 
ering the erection of a City Hall; city has a 
balance of $12,492 on hand and this may be 
secured. 

Pensacola, Fla.—Escambia County will 
issue $75,000 bonds to erect new jail build- 
ing. 

St. Petersburg, Fla.—City is considering 
a $20,000 bond issue to erect and equip pub- 
lic library. 

Warrenton, Ga.—Fire has destroyed the 
Court House and other buildings. 

Chicago, I!l.—The Legislature is consid- 
ering a bill authorizing the West Park 
Board to issue an additional $1,000,000 in 
bonds to create new playgrounds. 

Evansville, Ind.—City is considering the 
establishment of a swimming pool on the 
West Side; water works annex reservoir 
will be obtained. 

Ft. Wayne, Ind.—Citizens are urging a 
$100,000 appropriation for park extensions 
and play grounds. 


Pulaski, Ind.—Town Hall and _ = other 
buildings have been destroyed by fire. 

Barboursville, Ky.—Knox County will 
make additions to county jail—F. D. 


Sampson, Judge County Court. 

Flemingsburg, Ky.—Fleming County will 
erect a $6,800 jail. 

Bangor, Me.—Council is considering the 
providing of a public landing place on the 
river. 

Boston, Mass.—The Special Aldermanic 
Committee appointed to investigate con- 
ditions of places where prisoners are de- 
tained awaiting trial has decided that 
more than $1,000,000 is necessary to place 
im proper shape the cell rooms of the Bos- 
ton Police Stations. 

Holyoke, Mass.—The Board of Aldermen 
has voted an $8,000 loan for the purchase of 
a site for a tuberculosis hospital. 

Duluth, Minn.—Commissioner Patton has 
asked for a new smallpox ambulance. 


St. Paul, Minn.—Senate has passed the 
MeColl bill permitting the city to issue 
bonds to the amount of $50,000 for the 
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erection of a new central police station for 
city. 

Dover, N. H.—Hillsboro County will build 
a $75,000 jail in this city and a $50,000 house 
of correction at Grasmere.—Albert Baer, 
City; H. O. Hadley, Petersboro, and G. S 
Farley, Amherst, Committee. ; 

Atlantic City, N. J.—Governor Fort has 
signed bill authorizing city to expend rot 
more than $100,000 in the construction of a 
boardwalk along the occan front. 

Atlantic City, N. J.—Councilman I. Bach- 
rach is urging the age of the entire inlet 
section and converting it into a municipal 
park; cost is estimated at $200,000; Council 
has indorsed the plan and asked for detailed 
information. 

Jersey City, N. J.—Hudson County Board 
of Freeholders has rejected the one bid re- 
ceived for $1,000,000 county park bonds and 
$800,000 Court House bonds; bids will be re- 
ceived May 6. 

Jersey City, N. J.—The Finance Board 
has agreed to provide $300 for the construc- 
tion of a dressing room and storage house 
on the Reservoir playgrounds when the 
plans for these buildings are completed. 

Kearny, N. J.—Bids will be received May 
13 for $125,000 Town Hall and street bonds. 

Plainfield, N. J.—George T. Rogers, Rob- 
ert Clark, Jr., and H. A. Bonn, Park Com- 
missioners, have been appointed by Mayor 
Samuel Townsend of the borough to ex- 
amine and inquire into the feasibility and 
advisability of accepting the offer of the 
Park Association of certain lands in the 
western end of the borough for park pur- 
poses. 

Trenton, N. J.—Governor Fort has signed 
bill authorizing city to issue bonds for the 
improvement of the river front 

Trenton, N. J.—Governor Fort has signed 
bill authorizing the Mercer Freeholders to 
build an addition to the workhouse. 

Brooklyn, N. Y.—The Municipal Art Com- 
mission has approved designs for a single- 
story steel-frame freight shed, to be erected 
on a pier between Thirty-first and Thirty- 
 ageag streets, South Brooklyn; cost, $212,- 


Jamestown, N. Y.—Mayor S. A. Carlson 
has recommended the establishment of a 
municipal steam-heating plant and_ the 
acquisition of the Home Telephone plant. 

Newburgh, N. Y.—Legislature will con- 
sider F. L. Young’s bill appropriating $40,- 
000 for the purchase of Verplanck Point, in 
Westchester County, on the Hudson River, 
for a Hudson-Fulton Memorial Park. 

Rochester, N. Y.—The Public Service 
Commission has granted the New York 
Central Railroad Company permission to 
construct a retaining wall on west side of 
north approach to undergrade crossing now 
being constructed at the Culver Read cross- 
ing; estimated cost, $250,000.—T. W. Evans, 
Division Superintendent. 

Rochester, N. Y.—Mayor Edgerton is 
considering a plan for building an addition 
to the Municipal Hospital instead of erect- 
ing a separate building for tuberculosis 
patients; $30,000 has been appropriated for 
a tuberculosis hospital; plan under con- 
sideration is to build an addition to the 
hospital and retain the entire plant for 
tuberculosis cases and establish a con- 
tagious disease hospital on another site. 

Schenectady, N. Y.—Alderman A. F, Tu- 
merholm, Chairman Committee Common 
Schools, has recommended the purchase of 
lands adjoining school houses for park sites. 

Troy, N. Y.—Commissioner of Public 
Works Shields will expend $250 on the pur- 
chase of street signs; type has been decided 
on and work of placing will begin at once. 

Troy, N. Y.—Council is considering an 
ordinance authorizing the purchase of the 
old cemetery in the lower end of the Fif- 
— Ward and the building of a public 
park. 

Cincinnati, O.—Citizens will vote May 11 
on $35,000 bonds for equipping and furn- 
ishing hospitals—John Galvin, Acting 
Mayor. 

Mansfield, O.—Bids will be received May 
7, noon, for $1,000 park improvement 
bonds.—W. S. Bradford, City Auditor. 

Norwalk, O.—Council is considering the 


disposing of the old water works property 


and the reinvesting of the money in prop- 
erty more centrally located for playgrounds. 

Walhonding, O.—New Castle Township 
hi gage have decided to erect a large town 
hall. 

Alva, Okla.—Citizens have voted $30,000 
bonds for city hall, jail and firehouse.—A. 
N. Devin, City Clerk. 

Coalgate, Okla.—Coal County is consider- 
ing the erection of jail building. 

Portland, Ore.—Citizens will vote in June 
on two charter revision propositions bond- 
ing the city for $6,000,000 for additional im- 
provements and public utilities. 

Altoona, Pa.—Council will accept offer of 
and eighteen-acre tract of woodland from 
the American Railways Company as a site 


for a park. 
Pa.—Council is considering 


Johnstown, 
a resolution authorizing the $1,000,000 


bond issue for river, street and sewer im- 
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provements as recommended by Mayor 
‘Wilson. 

Mount Pleasant, Pa.—Bids will be re- 
ceived May 3, 8 p. m., for the purchase of 
$27,000 funding, street paving and municipal! 
building bonds.—M. A. King, Borough Sec- 
retary, 760 Main street. 





Parnassus, Pa.—Bids will be received 
May 4, 6 p. m., for $20,000 improvement 
bonds.—F. R. Alter, Borough Secretary. 


Pittsburg, Pa.—Mayor Wilson is urging a 
$3,000 appropriation to pay for a_ police 
automobile patrol. 

Providence, R. 1.—Business men are urg- 
ing an election on $250,000 bonds to cover 
projected extensions of the metropolitan 
park system. y 

Knoxville, Tenn.—Council has appropri- 
ated $3,000 for the Central Market addition. 

Morristown, Tenn.—City will erect a. 
$2,500 two-story City Hall.—Aldermen Cald- 
well and Goodson, Committee. 

Dallas, Tex.—The State Fair Directors, 
Park Commissioners and Coliseum Commit- 
tee will organize the Dallas Coliseum Cor- 
poration with $100,000 capital stock to erect 
coliseum.—H. H. Adams, Chairman of Com- 
mittee. 

Houston, Tex.—Mauran, Russell & Gar- 
den, St. Louis, Mo., will prepare plans for 
an auditorium.—H. B. Rice, Mayor. 

Panhandle, Tex.—Carson County citizens 
have voted $50,000 bonds for the erection of 
a new court house and jail. 

Accomac, Va.—Accomac County will 
erect jail building to replace old structure. 

Portsmouth, Va.—The Board of Police and 
Fire Commissioners has requested the 
establishment of a central police station. 


Seattle, Wash.—The Board of Public 
Works will soon ask bids on 6,000 street 
signs. 

Seattle, Wash.—Council is considering 


ordinance directing Board of Public Works 
to install a gasoline system for generating 
steam in the basement of the Municipal 
Bldg., as an auxiliary to the present sys- 
tem; also to construct an incinerator for 
the destruction of papers and rubbish. 


Tacoma, .Wash.—Citizens have _ voted 
down the proposed issue of $750,000 park 
bonds. 

Vancouver, Wash.—City will at- once 


purchase site for a city hall. 

Oakland, Wis.—Leonard J. Potter has 
hoe $5,000 for the erection of a town 
a 


Cheyenne, Wyo.—City has sold $250,000 
5 per cent bonds to E. H. Rollins & Sons, 
receiving a premium of $12,825, with ac- 
crued interest to date.—C. C. Carlisle, City 
Engineer. 


BIDS RECEIVED AND CON- 
TRACTS AWARDED 


Albany, Ga.—City has awarded contract 
to C. D. Smith, of Albany, for erection of 
City Hall; contract price, $26,000, exclusive 
of excavations, heating and plumbing.— 
Robinson & Reidy, St. Augustine, la., 
Architects; H. A. Tarver, Mayor. 

Indianapolis, Ind.—The Board of Works 
has signed a contract with the Indianapolis 
Plumbing and Heating Company for the 
plumbing and gas fixtures in the City Hall 
building. The contract price was $8,500, 
and the contract provides the work shall be 
done so that it will not prevent the progress 
of other contractors and must be completed 
by July 1, 1910. 

Indianapolis, Ind.—The Board of Public 
Works has let the general contract for the 
construction of the City Hall building to 
the Westlake Construction Company of St. 
Louis, the contract price being $510,400; 
contract for the gas plumbing and fixtures 
was awarded to the Indianapolis Plumbing 
and Heating Company at $8,500. All bids 
for the steam heating and electric wiring 
and fixtures have been rejected. On the 
flat bids the Alling Construction Company, 
of Chicago, was the lowest bidder, at $514,- 
000, according to the plans and _ specifica- 
tions; company, however, offered to 
deduct only $3,000 in the alternate bid; 
difference between the bids of the two con- 
tractors after the allowance for the substi- 
tution was $600. 

Alternate bids made for substituting var- 
ious grades of marble on the interior work 
were not adopted because it was believed 
that the saving would be small as compared 
with the difference in appearance and dur- 
ability that would be made by the subst!- 
tution. 

Portland, Me.—Bids were opened at the 
office of Mayor Leighton for the con- 
struction of the proposed City Hall. The 
bids included only the general construction 
of the building and not the interior finish 
or the fittings. There were many bidders 
for portions of the work, but the bids on 
general construction were as follows: Mu- 
len & Nelson, Bangor, $597,199; John Pez 
son & Co., New York, $497,000; J. W. Bis” 
op & Co., Worcester, $509,850; John Jl! 
& Son, Cleveland, $509,000; F. W. Cuii- 
ningham & Son, Portland, $509,710; A- 















